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VALVE gear mechHoisius have {aacinated successive geoerations of 
engineers, and, if the truth were known, there are few mechanical 
engineers who have not al some time or other tried to invent a new 
gear. In consequence, the number of valve gears described in the 
Patent Office Specifications, and indeed the number of different types 
which have been actually made, is exceedingly great. My object is not 
to enumerate these, nor even to enumerate all the types which are in 
actual work at the present time, but rather to select a few typical gears, 
well tried, and to some extent representing the survival of the fittest 
types, and to examine them thoroughly and by methods which may 
generally be applied to all kinds of gear similar to those chosen. 

The scope of this volume is limited to an examination of types of 
those geara in which there is one, and only one, position of the valve for 
a given position of the crank. In other words, the position of the valve 
is a function of a single variable only, namely the crank angle. A few 
gears are however described incidentally in which a governor is included 
in the mechanism operating the valve. In this case there is more than 
one position of the valve for a given position of the crank. The valve 
position is, in fact, a function of two variables, namely the crank angle 
and the time, and the valve position cannot be set out on a drawing 
from kinematic considerations alone. The proper examination of gears 
of this kind requires a study of the dynamics of governors, and this is 
not included in the present volume. 

The matter is arranged so that those who prefer the graphical tu 
the analytical method may obtain all the useful technical information 
regarding the gears examined without reading the analytical articles, 
and so that students of technical colleges may begin the study of the 
subject in their first year, continuing with the later portions of the book 
in their second and third years. With this purpose in view the first 
live chapters include the descriptive matter relating to valves and the 
discussion of the distribution of steam effected by the simple eccentric 
gear, the problems in connection therewith being treated by drawing- 
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board methods alone. Chapter VI covere the same ground as Chapters 
III, IV and V, but the trigonometrical method is substituted for the 
geometrical method used up to that point. Chapter VI is, in bet, an 
analytical summary of the previous chapters, and a study of it will show 
that there are plenty of useful trigonometrical exereisea of an interesting 
kind to be obtained from valve gear mechanisms. 

Chapters VII and VIII are devoted mainly to the subject of 
reversing geais, and in these the preceding sequence of method is 
applied to each valve gear mechanism illustrated. That is to say, the 
properties of the gear are first investigated by drawing-board methods 
alone, and then the gear is subjected to an analytical examination from 
which rules are formulated by means of which the distribution of steam 
the gear can etfect may be found approximately without the labour of 
dravnng the actual displacement curves. In the analytical portions of 
these two chapters my indebtedness to Zeuncr's classical work on Valve 
Gears, and to Bankine's work Machinery and Millwork will be apparent. 

Chapter IX is devoted principally to the exemplification of certain 
dynamical problems which arise in connection with high speed valve 
gears. The method used in the investigation of the acceleration of 
the parts of the gear is that communicated to the Royal Society of 
Edinburgh in 1885 by Professor R. H. Smith, and further illustrated 
in Graphics by the same author. The gear selected for detailed 
examination is the standard Joy gear of the Lancashire and Yorkshire 
Railway Company. E^h link of a particular gear was made the 
subject of experiment at the Horwich Locomotive Works in order that 
its dynamical peculiarities might be ascertained, and the results of 
these oscillation experiments are stated in Table 12, p. 303. Without 
the cooperation of Mr Aspinall it would have been impossible to 
present such a complete practical example. There are various other 
examples in the Chapter relating to dynamical problems in connection 
with the draign of connecting and eccentric rods. This Chapter may 
be considered from two aspects — first, from the purely technical aspect 
in connection with the design of high speed valve gears ; secondly, from 
the educational aspect, because all the principal theorems regarding 
the motion of a rigid body in a plane are involved in the working out 
of the technical problem discussed, and since these principles have a 
general application to mechanisms a student of the Dynamics of 
Machines may study this Chapter with advantage without necessarily 
acquiring a detailed knowledge of the previous chapters. 

Although the representation of the valve displacement by a Fourier 
series may not have an immediate application in the design of a valve 
gear, yet the method is exemplified in the last Chapter because of the 
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JBcreasiDg use which is being made by engineers of this powerful and 
searching method of analysis. Comparatively recently there was 
published in the Bulletin de la Socidtd Intematianale dea ElecUidens 
(Nov, 1901, Tome 1, 2de s^rie) the Fourier series corresponding to 
the crank effort curves of 28 engines, each series being carried to 
9 terms. The method is of enormous value in dealing with electrical 
problems. A brief discussion of the principles on which the Fourier 
method is based is associated with the examples to which the method 
is applied for the benefit of those who may not have the time to study 
the mathematical works devoted to the subject. 

The valve diagram used throughout the book is the rectangular 
form, generally known as the Oshome Reynolds diagram. This diagram 
has many advantages, one of them being that a displacement curve is 
the graph of the equation representing it in rectangular coordinates, so 
that the change fivsm analysis to the diagram or vice versa may easily 
be made at any time. 

It is important to notice that all the valve diagrams in the book 
are drawn to represent the motion of the valve as it would appear to 
an observer looking at the engine from a position where the cylinder is 
seen to the left of the crank shaft. And further that what is called 
the zero crank position is that position of the crank in the tine of 
stroke where the crank is seen to the right of the crank shaft. The 
positive direction of i-otatiun (ri>m the position of the observer appears 
to be counter-clockwise. 

If any valve diagram be given a quarter turn in the clockwise 
direction, the displacement curves will represent the movement of the 
valve in a marine engine. 

I am indebted to Mr J. A, F. Aspinall of the Lancashire and York- 
shire Railway for the drawings of the Joy gear and for other data ; to 
M. Bosquet for the drawings of the Walschaert gear of the Northern 
of France engines ; to Mr Churchward for the drawings of the steam 
controlling gear used on the Great Western Railway ; to Mr Holden 
for the drawings of the Great Eastern Railway link motion, and of the 
combined hand and power controlling gear; to Mr Malcolm for the 
drawings of the Walschaert gear used on the Beliast and County Down 
Railway ; to Mr Sulzer for drawings of the Sulzer gear ; to Mr F. W. 
Webb for the drawings of the Allan gear used on the London and 
North Western Railway; to Mr Humphry for the drawings of the 
marine type of link motion and slide valve ; to Mr Yarrow for the 
drawings of the all-round type of controlling gear, and to many other 
English and American iriends and firms for drawings and information, 
acknowledgements of which are made in the text. 
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Nearly all the valves illustrated and described can be seen as 
sectional models, and the valve gears as working models, in the unique 
collection of engineering apparatus which forms the Machinery Section 
of the Victoria and Albert Museum, South Kensington. This collection 
is the finest of its kind in the world. The models, which can be set 
in motion, are supplied with compressed air and can be started at 
will by the visitor. The models are usually small scale reproductions 
of actual engines and machinery, and consequently show the details of 
construction used in practice. It is impossible to place too high an 
estimate on the educational value of this fascinating and magnificent 
collection. 

I am specially indebted to Mr Wood-Smith, and to Mr Goodwin, 
formerly students at the City and Guilds Technical College, Finsbuiy, 
for help in the reduction of the working drawings to suitable illustrations 
and in the drawing of the valve diagrams. 

My grateful acknowledgements are also due to Mr C. G. Iamb for 
carefully and critically reading the proofe. 

There are a considerable number of fully worked examples dis- 
tributed through the book, and I shall be grateful for notice of errors 
which remain uncorrected. 

W. E. D. 
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CHAPTER I. 

THE CYCLE OF OPERATIONS. 

1. Deflnltton of a valve gear. The commonest way of utilizing 
& fluid pressure for the performance of work is to arrange for it to act 

. on a piston enclosed in a cylinder, the to and tro motion of the piston 
being maintained hy the properly timed entry and exit of the fluid. 

The valvei which are used to regulate this entiy and exit are 
of many forms and are arranged in many ways, but whatever the form 
and however they are arranged the duty is the same, namely to admit, 
cut ofi*, and release the fluid from the cylinder at the proper instants. 

A valve gear may be defined as a mechanism, operated by the 
engine itself, whereby the valves regulating the entry and exit of fluid 
to and from the cylinder are opened and closed. 

The valve gears considered in this volume are those used in 
connection with steam engines. 

2. Dead points of ptiton. Stroke. Since all points in a piston 
move at the same speed in parallel lines, the motion of the piston 
as a whole may be defined by the motion of any one of its points. The 
context will always indicate which point is chosen. 

The points at the ends of the cylinder where the piston changes Its 
direction of motion are commonly called dead pointi. At these points 
the piston is momentarily at rest. The rtroke of a piston is the 
distance between its dead points. 

8. The cycle of eventi in the steam dlxtribution. An event 

of a stroke is the opening or closing of a valve controlling the entry 
or exit of steam. 
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lyGoogle 



Valves and Valve Gear Mechanisms [oh. 

Let the full lines, Fig. 1, represent a diagrammatic view of 
steam engine cylinder and piston equipped with valves <S' and 



A D 

Fig. 3. Cycle op Events in a Steah Engine Cylinder. 
E, S controlling the admission of steam and E the exit, to and 
from the chamber formed by the cylinder and the left-hand face of 
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the piston. No method is indicated of working these valves, but it is 
to be understood that they can be opened and closed from outside at 
the right instants by appropriate mechanism. Fig. 2, below Fig. 1, is 
a diagram in which pressure is plotted vertically against the volume 
horizontally, the volume scale being such that the distance between the 
dead points of the cylinder represents the volume displaced by the 
piston during a stroke. 

Irt event. AdmlMlon. Suppose the piston to be moving 
towards the left dead centre. The steam valve S is opened for the 
admission of steam at the piston position marked 1, just before the 
piston reaches the left dead centre, the incoming steam thus meeting 
and opposing the motion of the piston from the point 1 until it arrives 
at its dead point. By the time the piston arrives at its dead point the 
whole space between it and the steam valve should be filled with steam 
at the steam pipe pressure, its state as regards volume and pressure 
being indicated by the cross at B, Fig. 2. 

3nd event. Cut off. The piston, urged by the steam pressure, 
now moves towards the right-hand dead point, the valve- )S still being 
held open. The steam pipe should be made large enough to allow 
sufficient steam to enter the cylinder to maintain the pressure fairly 
constant as the volume is increased by the motion of the piston. At a 
certain point 2 the valve 8 is closed and the supply of steam cut off. 
The state of the steam as regards pressure and volume at this point is 
shown by point 2 in the pressure-volume diagram, assuming the steam 
pipe to be large enough to admit sufficient steam to maintain the 
pressure constant as the volume is increased by the motion of the 
piston. From this point onwards the steam increases in volume as the 
piston moves towards its right-hand dead point and the pressure fells, 
though the weight of the steam in the cylinder remains constant 
providing 

1. That none leaks away through the exhaust valve E ; 

2. That none leaks by the piston ; 

3. That no fresh steam leaks in through the valve S. 

The pressure falls according to laws complicated by the fact that 
although no steam may leak away yet some of the heat it carries may, 
thus producing condensation, so that in general the mixture in the 
cylinder is a mixture of steam and condensed wator. 

3rd event. Release. At the point 3, just before the piston 
reaches the right dead centre, the exhaust valve E is opened and the 
steam is released, escaping either to the atmosphere or to the condenser 
according as the engine is of the non-condensing or condensing type. 
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The state of the steam as regards volume and pressure is shown by the 
point 3, Fig. 2. The pressure rapidly falls to the pressure in the ex- 
haust pipe, and the release point should be arranged so that the pressure 
just about foils to this when the piston arrives at the dead point. 

4tli event. CompreHlon. During the greater part of the return 
stroke, the valve E is held open, and a definite weight of steam escapes 
from the cyUnder and the piston moves back against whatever pressure 
there may be in the cylinder. At a certain point 4, the valve E 
is closed and a definite weight of steam is shut in the cylinder. As the 
piston continues its motion beyond the point 4 towards the left dead 
point, the pressure of the steam gradually rises, until at 1, where 
the steam valve is opened, fresh steam is admitted and the steam 
pressure rises to the pressure in the steam pipo. 

Thus in a cycle there are four events dividing the operations into 
four stages. The four stages may he summarised thus : — 

AdmlHlon rtaye. During the interval between admission and 
cut off, E is closed and S is open, and fresh steam is pouring into 
the cylinder. 

BzpansloD stage. During the interval between cut off and release 
both S and E are closed, a definite weight of steam is shut in the 
cylinder, and as the volume increases the pressure falls according to the 
approximate law PV^& constant. 

Release stage. During the interval between release and com- 
pression, S is shut and E is open, and the steam is pushed out of the 
cylinder by the returning piston, the exhaust passages and pipe being 
large enough to prevent the steam increasing sensibly in pressure. 

Oompressloii stage. During the interval between compression 
and admission both S and E are closed, a definite quantity of steam 
is shut in the cylinder, and as the volume decreases as the piston 
approaches the dead point, the pressure rises approximately according 
to the law PF"=a constant. The different positions of the piston 
for the four events are indicated by dotted lines, the arrows indicating 
the direction of motion. 

The cycle may conveniently be considered to begin when the piston 
is at a dead point with the full steam pressure acting on it. 

4. Nett work done by the steam during a cycle. The motion 
of the piston fi^m the left dead point to the right is maintained by the 
action of the steam pressure, and the work done is represented by the 
area AB23CD in Fig. 2. The motion of the piston during the return 
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stroke from the right to the left dead point must be maintained 
against the pressure of the steam in the cylinder ; consequently work 
must be done upon the piston to the extent represented by the area 
DC4)\BA, Fig. 2, The work required for the return stroke may be 
drawn from 

1. The kinetic energy stored in the flywheel and the other moving 

parts of the engine ; 

2. From the potential energy of weights raised during the out- 

stroke; 

3. From other cylinders driving the piston through the crank shaft ; 

4. From steam pressure acting on the right-hand &ce of the piston. 
The fourth case is the almost universal arrangement in the present 
day. The second case was usual in the early pumping engines. The 
first case is used almost universally in gas engines, and the third case 
finds many illustrations in modem high speed engines of the Willans' 
type. Whichever method be used, the nett work done by the steam on 
the piston, against alt external resistances on the right-hand side of it, 
during the complete cycle of events is represented by the difference 
between the areas above mentioned, that is by the shaded area. Fig. 2. 

6. Single- and double-acUng englnei. An engine arranged to 
work as indicated in Fig. 2 ip called a single-acting steam engine. In 
these engines, as just stated, there is always the peculiarity that the 
return stroke must be provided for by means external to the cylinder 
under consideration. 

If a duplicate set of valves are arranged at the right-hand side 
of the cylinder, as shown by the dotted lines in Fig. 1, so that the steam 
passes through the cycle of events described in Art. 3, in the chamber 
formed by the right-hand part of the cylinder and the right-hand 
piston &ce, the engine is termed donble-acUng. This second cycle is 
shown by dotted lines in Fig. 2. 

6. Instroke and ontitroke cycles. It is necessary to distinguish 
between the two cycles of a double-acting engine very clearly when 
considering the valve gear, and this is conveniently done by naming 
them the ontrtroke and inttroke cycles respectively. The outstroke 
cycle is that one of the two which begins when the piston is on the 
dead point farthest from the crosshead. The instroke cycle begins on 
the dead centre nearest the crosshead. In the former case the steam 
pressure is moving the piston rod out, in the second case it is moving 
it in. 
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In this way the two cycles may be defined without ambiguity for all 
positions of the cylinder. Thus if the cylinder be placed vertical, the 
dead points are distinguished by calling them the top or bottom dead 
point, but whether the crank shaft is above or below the cylinder there 
is no confusion regarding the cycles. For an engine with a crank and 
connecting rod a more general way to distinguish between the two 
cycles is by naming them with the value of the crank angle at which 
they respectively begin. They would then be referred to as the cycle 
beginning when ^ = degree, or the cycle when = 180 degrees, or more 
briefly the degree cycle and the 180 degree cycle respectively. 

7. Bpeciflcation of a cycle. An event of the cycle, though 
primarily determined by a valve, is usually fixed by stating the 
percentage position of the piston in its stroke at which the event takes 
place. A percentage scale is drawn on the diagram Fig. 1, placed 
BO that its ends correspond with the dead points of the stroke. From 
this it will be seen that the four events specifying the cycle indicated 
in Fig, 2 may be fixed as follows : — 

Admission takes place at 98 per cent, of the return stroke ; 

Cut off takes place at 25 per cent, of the stroke ; 

Release takes place at 85 per cent, of the stroke ; 

Compression takes place at 69 per cent, of the return stroke. 
This specification refers of course to only one of the two cycles in a 
double-acting engine. The other cycle may have the same specification 
or it may be differently specified to satisfy some condition of the design. 
It is to be observed that the position of the piston is stated with 
reference to one dead point for cut off and release, and the other 
dead point for compression and admission. 
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CHAPTER II. 

ON STEAM DISTRIBUTING VALVES. 

8. General remarki. Id the early (lays of the steam engine 
the entry and exit of Bteam to the cylinder were controlled by separate 
valvea In double-acting engines these were duplicated eo that there 
were four separate valves to be operated in order to control the two 
cycles. 

Murdoch patented the "long D" slide valve in 1799, a valve which 
combined the duties of the four separate valves of a double-acting 
engine. By giving the valve a to and fro motion across suitably formed 
ports in the cylinder, the eight events of the two cycles were con- 
trolled by a single valve. 

In 1802 Matthew Murray patented the "short D" slide valve, a 
valve which was the same in all essential particulars as the ordinary 
slide valve in use to-day. 

Both the long and the short D valve are described below, the abort 
D valve in the form in which it is used now in Art. 14, and the long D 
valve as Murdoch described it in his specification in Art. 20. 

Though historically second, it will be convenient to describe the 
ordinary slide valve before describing Murdoch's valve. 

Afler reading the articles devoted to slide valves and their modi- 
fications, a consideration of Murdoch's valve will show how little any 
of the modem valves differ in essential particulars from Murdoch's 
original design. The long D valve permits the design of short straight 
steam ways into the cylinder ; it is balanced and it is almost a piston 
valve. 

About 50 years ago there was a return to the four separate valves 
of the early days of Watt, and to-day there are several types of engines 
working with " drop valves," the Sulzer engine being a pioneer type. 

Four valves of the rocking type were used in connection with the 
celebrated Corliss engine, patented in America in 1851, an engine 
which has been developed in this country by Messrs Hick Hargreaves 
and Co. of Bolton in connection with the Spencer Inglis patents of 
1863 and 1865. 
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Thus there are id use to-day three typical kinds of valves for regu- 
lating the exit and entry of steam into the cylinder. 

1. Lift or " drop " valves, or thoae which open by lifting. 

2. Slide valves, or those which slide across openings or ports. 

3. Rocking valves, or those which open by turning instead of by 
sliding across openings or ports and yet have all the essential character- 
istics of a slide valve, 

A somewhat detailed description of these different kinds of valves 
will now be given. 

9. Lift Talvei. The commonest kind of lift valve is that shown 
in Fig. 3, and known generally as a mushroom or mitre valve. When 
the valve is closed the conical part of the valve rests on a seating 
similarly coned. To ensure tightness the actual surface of contact 
between the valve and the seating, that is the space between the chain 
dotted lines A, B, should be narrow, and the upper part of the conical 
surface of the valve may be backed off with advantage us shown in 
the figure. The valve is guided to its seating by easily fitting wings, 




Mitre Yalve. 



shown in the plan, or a central spindle, and its upward motion or 
" lift " ia limited by a stop S. Theoretically, the valve is fully opened 
when the vertical cylindrical surface, measured by the product of the 
circumference of the valve and its lift, is equal in area to the area of 
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the ateam pipe id which the valve is placed or which the valve ia 
required to supply. Practically, more lift than this should be given, 
otherwise the steam will drop in pressure during its passage through 
the valve, by an amount depending upon its velocity. 

This type of valve is quite unsuitable for use as a distributing valve 
for a steam engine because the force required to lift it against the 
steam pressures becomes impracticably large as the diameter of the 
valve and the mE^;nitude of the steam pressure increase. For example, 
to lift an eight inch valve, which is about 50 square inches area, against 
a pressure of 200 lbs. per square inch requires a force of 10,000 lbs. weight. 

10. Double beat or equiUbrlnm valve. This di£GcuIty existed 
even with the moderate steam pressures used a century ago, and to 
surmount it Homblower invented what is essentially an equilibrium 
valve about the year 1800. The arrangement is shown in Fig. 4, 
from which it will be seen that the valve is cylindrical in form and is 
provided with two seatings, one at A and the other at B. To lift the 
valve against a pressure p in the pipe S requires a force equal to the 
product of j) and the difference of areas corresponding to the diameters, 

HoBMBLOWER ValVBS. 





rig. 4. 



rig. 6. 



D and d, of the valve seatings. There seemed to be difficulty in 
keeping the seats A and B simultaneously tight, because Tredgold 
describes what he calls an " Improved Homblower Valve " where the 
upper seat B is replaced by piston packing as shown in Fig. 5. In 
this case the valve is lifted against a force measured by the product 
of the pressure in the pipe and the difference of areas corresponding to 
the fall bore of the pipe D and the inner diameter of the valve d. In 
both types of Homblower's valve steam passed through the lower seat 
only, so that the capacity to transmit steam was only the same as that 
of a mitre valve of equal diameter. A modem form of double beat 
valve is shown in Fig. 6 in place at one end of an engine cylinder. 
It is provided with two seatings, A and B, arranged so that the steam 
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Fig. 6. DoDBLB Beat oh Eijuilibbium Valve. 
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has a cle^ passage through both when the valve is lifted. When 
closed the steam pressure acts on the difference of areas corresponding 
to the diameters d aad Z>, that is an area equal to the projected area of 
the two seatings of the valve on a plane at right angles to the direction 
of Uft. 

The diameters d and D in the case of the valve shown in Fig. 6 
are respectively 75 and 8'2,inches, corresponding to a difference of 
area, 8'6 square inches. The pressure against which this valve has to 
be lifted is thus 86 multiplied by the pressure in the steam pipe. 

For a given lift the openiag to steam is equal to that obtained by 
two valves each 786 inches in diameter. 

The method of fitting the valve should be noted. The two valve 
seatings are formed in a castin^which fits into two deep conical seats 
E, F. The cover to this carries the stuffing box for the valve spindle. 
The studs for holding the cover down are fixed into the main body of 
the cylinder casting, so that when the nuts are screwed down the joint 
ia made at the cover and the castigg in .which the valve seatings are 
formed is held down on its conical seats. 

11. V'oUT-ieated Talve. Fig. 7 shows a valve provided with four 
seatings. Here a large opening is obtained for a. relatively small lift 
and the exertion of a relatively small force. The area acted upon by 
the steanf pressure in this case is the projected area of the four-valve 
seatings. This valve and the valve shown in Fig. 6 are example^from 
a Sulzer engine, the details of which were kindly supplied by MAsrs 
Sulzer Brothers, Winterthur, Switzerland. 

12. Dashpot and ipiing. When valves of the double boat 
kind are used for the admission or exhaust valves of a steam engine 
they are usually operated by trip gear. That is to say, the valve is 
lifted off its seat and held open by means of a lever engaging \fith 
the spindle, and at the proper instant for closing, tfcie lever is released 
and the valve ia free to drop on to its seat. Thus,»in Fig. 7 the 
rod R, operated by the engine mechanism, in conjunction with the 
catch or trigger T, engaging the lever A, is able to lift the valve 
off its seat. At the proper instant the governor mechanism acting 
through the rod Q turns the trigger about the common pin P and the 
valve is free to drop. But when a valve of the kind under consideration 
is lifted off its seat it is in equilibrium as regards the steam pressures 
and special means must be taken to close it. Usually the valve 
ia loaded with a spring, and to prevent the spring hammering the 
valve into its seat it is combined with a dashpot, so that the joint 
effect of the two is to urge the valve gently back into its seatings 
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without shock or hammering. The Sulzer combined spring and dash- 
pot is shown in connection with the four-seated valve, Fig. 7. The 
valve spindle is prolonged upwards and terminates in a piston. During 
the upward motion of the valve and piston the spring is compressed and 
air is drawn in underneath the piston. When the valve is free from 
the trip gear, the spring as it closes the valve must at the same time 



Tig. 7. Foub-Seatkd Valvk. 
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force the air out from beneath the piston, and by suitably throttliog the 
exit of the air the valve may be pressed into its aeatiogs almost without 
a sound. 

13. Effect of heat on double beat Talvei. It requires nice 
work to make a double beat valve properly. The difficulties lie in the 
fact that two rigidly connected valves have to be made steam tight 
simultaneously. It is an easy matter to grind one valve into its seat 



Fig. 8. GOLMANN YaLVE. 

and make a good job of it but to get two seats just right requires 
considerable skill. Another difficulty in connection with double beat 
valves is that when they get heated to the temperature of the steam 
in which they work, the small differences in expansion between the 
valves and seatings which inevitably occur make them leak although 
they may be perfectly tight when cold. In the best practice double 
beat steam valves are finally ground into the seatings at the tempera- 
ture of the steam in which they are intended to work. Colmann* 
endeavoured to get over the difficulty of unequal expansion by taking 
* Patent Specification, No. 1129. 1677. 



lyGoogle 



14 Valves and Valve Gear Meehanmm [oh. 

advaDtage of the fact that if a cone expands under the action of 
heat the angle of the cone remains constant. A Colmann valve is 
shown ia Fig. 8, It will be seen that the cones forming the two seats 
have a common apex. Under the action of heat the seatings are supposed 
to increase slightly in diameter and to move proportionally ferther apart 
80 that the cone angle remains constant. Assuming the valves to 
increase a little more in diameter than the seatings the respective rings 
of contact with the seatings will move a little farther apart than the 
seatings themiselves. But inaemucb as the cone angle is constant the 
rings of original contact on the valve will find a new surbce of contact 
on the valve seatings. The point P may be taken in any position 
along the axis. When it is in the plane of either seat, that particular 
seat becomes horizontal. If the seats are parts of spherical surfaces 
having a common centre P, the valve will have additional fi^edom to 
accommodate itself to changes produced by change of temperature. 
These valves will leak of course if the valve or seatings distort from 
the truly circular form during expansion. 

14. The «llde valve. Oeneral deiorlpUon. The general shape 
and arrangement of a slide valve and the steam ports across which it 
works are shown in Fig. 9. The two steam passages iSj, 5, connecting the 
cylinder with the steam chest are in the shape of flattened tubes formed 
in the cylinder wall itself. Their openings into the steam chest are 
shaped into narrow slits and are brought close together. Lying between 
these openings is a wider slit which forms the entry to the passage E, 
carrying the steam away from the cylinder to the condenser, the 
atmosphere, or to another cylinder in the case of compound engines. 
This exhaust passage must be led away so that it clears the steam 
passages: it is shown curving round the cylinder wall in the figure, 
appearing in cross section at B-,. The three entrances to these passages, 
the ports as they are called, are formed iiito long narrow slits lying 
close together in order that the valve which moves across them may 
regulate the different events of the two cycles by a relatively small to 
and fro excursion across the ports, because the sliding of the valve has 
to be made against the frictional resistance produced by the steam 
pressure acting on its back. 

The slide valve V is shown lifted vertically off its seat, and from the 
section in the figure an idea of its shape can be obtained. It may be 
roughly described as a box lid with a flat rim. A rectangular frame B, 
forged solid with the spindle D, forming what is called the valve buckle, 
is dropped over the valve, and the two are placed in the steam chest G, 
through the end cover 0, which may be removed for this purpose. The 
top steam chest cover H, provided to enable the ports to be machined. 
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is put into its place and the valve is then enclosed in the steam chest 
but can be moved across the porta from outside by means of the valve 
Bpindle J). The valve is shown in ita central position with regard to 
the porta in Fig. 10. 
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Tbe valve is pressed upon its seat by the ateam pressure acting 
upon it and hence wear is taken up automatically. The valve must be 
a loose fit in the huckle in order to allow this action to take place, 
especially having regard to the fact that gun-metal, of which the valve 
is usually made, expands at a greater rate under the action of heat 
than tbe material of the buckle. There are other ways of connecting 
tbe valve spindle to the valve. The method illustrated is used in 
locomotive practice. 

To understand the action of the valve, the section of it shown in 
Fig, 10 should be re-drawn on a separate piece of paper or card in order 
that it may be moved to the right or left of the central position shown 
in the figure. If this be done, it will he observed that a sufBcient 
movement of the valve to the right of the central position will put the 
left steam passage in communication with the stearo chest, whilst at 
the same time the right steam passage is put in communication with 
the exhaust passage. A movement to tbe left will so reverse these 
connections that the right passage is in communication with the steam 
chest and the left with the exhaust pipe. 

16. Steam and ezhauat laps. To study this action more 
particularly the following definitions must be understood. 

Place the valve, Fig. 10, in its central position over the steam ports, 
then, considering the right edge of the valve, which determines the 
events of the instroke cycle: — 

The amount by which the valve overlaps the steam port on 
the admission side is called the tteaiu lap. It is marked L in 
the figure. 

The amount by which the valve overlaps the steam port on 
tbe exhaust side is called the exhaust lap. It is marked I on 
the drawing. 

The dimensions L, and I, are respectively the steam and exhaust 
laps for the outstroke cycle. 

For the present we may assume that the steam laps are equal and 
that the exhaust laps are equal for the two cycles. 

Sometimes the steam lap is called the outside lap, because steam is 
generally admitted on the outside of the slide valve, though this is not 
universally the case. Similarly tbe exhaust lap is called the inside lap. In 
order to avoid possible confusion it is better to define the terms as above. 

The width of the opening of the port for the admission of steam is 
given by the distance of the valve from the central position mtmts 
the steam lap. 

The width corresponding to a dead point position of the piston is 
called tbe lead. 
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The width of the opening of the port for the exit of steam from the 
cylinder is given by the distance of the valve from the central position 
minus ihe exhaust lap. 

16. Negative lap. When the valve is placed in its central 
position there may be no overlap, either on the steam or exhaust side of 
the port, in which case, of course, the valve has neither steam nor exhaust 
lap. Further, the valve may not even close the ports in its central 
position, so that there will be a small width of port standing open either 
on the exhaust or the steam side. In this case : — 

The width of the port opening on the steam side is called 
the negatlTe rteam lap. 

The width of the port opening on the exhaust side is called 
the negaUve exhaust lap. 
The negative lap mu^ be added to the distance of the valve from 
its central position to find either the opening for steam or exhaust. 
Negative steam lap is rarely used but negative exhaust lap is more 
common. For instance it is not unusually employed in express passenger 
engines in order to prolong the period between release and compression 
at high speeds. 

17. Critloal posltloiu. Bearing in mind the definitions just 
given, and studying the movement with the aid of a valve drawn on a 
piece of card, the following statements may easily be verified. Consider 
the instroke cycle. 

(1) Admission of steam takes place when the valve is at a 

distance from its central position equal to the steam lap 
and the distance is increasing. 

(2) Cut off takes place when the valve is at a distance from its 

central position equal to the steam lap and the distance 
is diminishing. 

(3) Release takes place when the valve is at a distance fivim its 

central position equal to the exhaust lap and the distance 
is increasing. 

(4) Compression takes place when the valve is at a distance 

frtim its centra] position equal to the exhaust lap and the 

distance is decreasing. 
Thus the two events of admission and cut off are determined by 
the steam lap, and each begins when the valve is at the same distance 
bom its central position. Whether the position is that corresponding 
to admission or cut off depends upon the direction in which the valve 
ia moving at the instant. 



lyGoogle 



18 Valves and Valve Gear Mechanisms [ch. 

Similarly the events of release and cotnpressioD are detennined by 
the exhaust lap and each event begins when the valve is at the same 
distance from its central position, the position fixing the e^ent of 
release or compression acconling to the direction of motion of the valve. 

These two positions may therefore be appropriately called the 
critical positions of the slide valve. 

18. Inside rteam admlnlon. The slide valve can effect the 
distribution equally well if steam is admitted on the inside edge and 
released at the outside edge. In this case the pipe E would be 
connected with the boiler and S would become the exhaust pipe. 
Fig. 9, and the steam lap would be added to the inside of the valve 
and the exhaust lap to the outside. The steam pressure in this 
arrangement would now act to lift the valve off its seat, and there- 
fore provision must be made, apart from the steam pressure, to keep 
it down on the ports. Inside admission is more often used with slide 
valves of the piston type, to be described presently, than with the type 
shown in Fig, 9. 

19. BCarklne: the valve spindle. The valve may be placed in any 
one of the critical positions, even when, it is shut up in the steam chest, 
if the valve spindle has been marked in the manner shown in Fig. 10. 
To mark the spindle use a trammel shaped as shown in the figure, 
made out of, say, \" or f" steel, the length to be such that when one 
end rests in a conveniently placed centre dot on the cylinder itself 
(it is shown against the flange of the stuffing box in the sketch), the 
other end is at right angles to the spindle. First, the steam chest 
cover being off, place the valve in its central position, mark the 
line 00 on the valve spindle and put in a centre dot. Consider the 
Instroke Cycle. Push the valve to the left a distance equal to the 
steam lap, mark the spindle with the trammel and put in the dot a. 
It can then be brought into this critical position again at any time 
when the covers are on by merely fitting the trammel to this dot. The 
dot b marks the critical position for release and compression. The dots 
c and d similarly mark the critical positions for the Outstroke Cycle. 
A little consideration will show that when the valve spindle is in any 
position the application of the trammel to the spindle will fix a point 
at a distance from the central position, 0, which distance is the dis- 
placement of the valve from its central position. Knowing this distance, 
the openings of the ports in either cycle may at once be inferred. This 
method is used in valve setting and will be referred to when that 
subject is under consideration more specifically. An enlarged view of 
the marking is shown below the general drawing, Fig. 10. 



lyGoogle 



n] On Steam Diitributing Valves 

20. HodlfloatloDB of the 
Epical form. There are many 
modifications of the typical 
form of slide valve just de- 
scribed, but in all these modi- 
fications the steam and exhaust 
laps are defined in the same 
way and they determine the 
critical positions of the valve 
for the eight events of the 
stroke in the double cycle in 
the way just explained. The 
two principal objects aimed at 
in the modified forms are, first, 
to increase the area of the port 
opening for steam for a given 
movement of the valve, second- 
ly to decrease the frictional re- 
sistance of the valve to sliding. 

Before describing any of the 
modifications of the short D 

valve it will be convenient to „ 

describe Murdoch's valve. Fig, 
11 is copied from Murdoch's 
specification dated August 
1799. The cylinder is in com- 
munication with the steam 
chest through two shorii 
straight passages iS, and S^. 
The slide valve working across 
these ports consists of a tube, 
D shaped in cross section, car- 
rying at the ends flat plates V, 
and F, which slide over the 
port suriace, the semi-annular 
space between the back of the 
tube and the inside curved part 
of the steam chest being packed 
as indicated in the figure. The 
steam chest is thus divided into 
three parte, a central part in 

communication with the steam Fly. n. Murdoch Valvk. 

The long D Valve. 



lOOgle 



20 Valves and Valve Gear Mechanisms [CH. 

pipe, and two end parts in communication with one another through 
the central pipe and with the condenser at E. Steam is there- 
fore admitted at the inside, and released at the outside edges of 
the plates, the exhaust steam from the top finding its way to the 
condenser through the central part of the valve. So lar as the distri- 
bution of steam is concerned, the valve works with inside admission in 
the same way that the ordinary slide valve works. The sketch shows 
also that the valve was operated by an arm fixed to the piston rod 
striking discs fixed to the valve spindle. The motion of the valve was 
therefore not continuous. For the greater part of the time occupied by 
the stroke of the piston it was at rest in a position where the steam 
had free access to one end of the cylinder, the condenser being in 
communication at the other end. 

21. Trick valve. When the sliding movement of the valve 
across the ports is continuous, as when operated by the simple eccentric 
gear, there is only a gradual increase of the width of the opening, so that 
for a considerable fraction of the time arranged for admission the steam 
has to make its way through a relatively small area of opening, and in 
consequence falls in pressure, a loss generally known as " wire drawing." 
In the Trick or Allan valve. Fig. 12, a passage P is cast in the back, so 
that when the valve is just opening for steam the usual supply at the 



Fig. la. Trick Valve. 

edge is supplemented by a second supply introduced into the port 
through the passage P, the opening and closing of this passage being 
eflfected by the edges of the valve seat E and E^ as the valve slides across 
them. If the valve Fig. 12 is separately drawn and placed in the critical 
positions it will be apparent that, considering the admission from the 
left edge of the valve, the distance a from the inside edge of the passage 
P to the edge of the seat £, must be equal to the steam lap i, in order 
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that the steam port and the passage P may open simultaneously. When 
the valve has moved a distance h to the right of its central position, a 
further movement to the right increases the width of the opening 
determined by the steam admission edge of the valve, but decreases 
the opening of the passage P by an equal amount, so that the opening 
for steam remains constant until the passage P is entirely closed by 
the bridge between the steam and the exhaust port. Admission at the 
right edge of the valve for the Instroke Cycle is similarly supple- 
mented by steam passing through the passage irom the left, the edge E 
controlling admission and cut off so far as the passage is concerned. 

In designing a valve of this kind care must be taken that sufficient 
width exists between the edge. of a steam port and the adjacent edge of 
the exhaust port to prevent the passage P opening communication 
between the steam chest and the exhaust passage. 

22. Double ported Talve. A valve designed to secure sufBcient 
port opening with a relatively short stroke, and in general use for the 
low pressure pylinders of marine engines and known as the double 
ported valve, is shown in Fig. 13. Here, two steam ports are formed 
on each side of the exhaust port, and the right side of the valve is 
provided with two edges £,, Bi to give admission at these two ports 
simultaneously; and corresponding to these are two edges (7,, G, which 



Fiff. 13. DoDBbE PoHTEn Valve. 

open communication with the exhaust passage E. A passage K is 
formed across the valve to convey steam to the edge £,- A similar 
set of edges B,, B„ Ct, C, determine the distribution at the left side of 
the valve for the outstroke cycle. The steam and exhaust laps are 
indicated by L, L, I and I for the instroke cycle and L,, L„ /,and /, for 
the outstroke cycle. 
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Valves of this kind can be made with three, or even more, ports for 
each steam way into the cylinder. A section through the intermediate 
pressure and one of the low pressure cylinders of a battleship engine of 
11,000 indicated horse power is shown in Fig, 14, which illustrates, 
amongst other things, the general arrangement of the triple ported slide 
valve used with the low pressure cylinders of this engine. The triple 
ported entry to the steam ways at each end of the cylinder is clearly 
shown. It will be noticed that the face on which the valve slides is 
really one face of a plate through which the ports are cut, ports in 
the cylinder casting corresponding with them. The exhausc port E 
lies between the steam ways. 

23. Balancing pliton. The weight of a slide valve of a large 
engine is considerable. The triple ported valve just described weighs 
1^ tons, and in the largest engines the weight may be as much as 
3 tons. To relieve the valve gear the weight of the valve is taken by 
a balancing piston B, Fig. 14. The bottom of the balancing piston 
cylinder is in iree communication with the steam chest, a clear way 
being left round the piston rod. The upper part of the cylinder is 
maintained in continuous communication with the condenser. Thus 
the difference of pressure per square inch between the lower and the 
upper sides of the piston is the difference between the steam chest 
pressure and the condenser pressure. The area of the piston is pro- 
portioned to take the weight of the valve and valve gear, less the weight 
of one eccentric rod. 

24. Balanced valTes. In recent years the steam pressure used 
with all types of engines has gradually increased until at the present 
time 200 lbs. per square inch is not uncommon either in marine or 
locomotive practice. In consequence of this, methods of relieving the 
pressure on the back of the valve in order to decrease the frictional 
resistance to sliding are used much more generally than in the days 
of lower pressures. 

One way of reducing the total pressure on the valve is shown in 
Fig. 15. A rectangular groove is formed in the back of the valve 
and metal strips R are fitted to the groove. Springs at the bottom of 
the groove press the strips upwards into contact with a face F prepared 
in the cylinder cover. The strips and the springs are shown removed 
from the grooves in the valve in the perspective sketch, above the 
sectional elevation. In this way the area enclosed by the &ame is 
cut off fix>m the action of the high-pressure steam and the frictional 
resistance of the valve is reduced in proportion. These Richardson 
strips, as they are called, have been extensively employed in the United 
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States. Mr Aspinall", who has recently made some experiments with 
a Lancashire and Yorkshire locomotive in connection with this subject, 
found that the average pull on the valve spindle was reduced from 
about 1946 lbs. to 864 lbs. by the addition of these strips to the valve. 
Fig. 15 is in fact a section of the valve with which the experiments 
were made. 




Tig. IS. Balanced Valve. Lakgashirr and Yorkshire Railwat. 

Quoting two experiments, with a phosphor-bronze valve of the usual 
type, the force required at the spindle to push the valve was 1972 lbs. 
when the pressure in the steam chest was 140 lbs. per square inch. 
This pressure, allowing for the lifting action of the steam in the passages, 
produced a nett load on the valve of 19995 lbs. The corresponding 
coefficient of friction was therefore 0098. With the Richardson valve 
shown in Fig. 15, when the steam chest pressure was the same as above, 
namely, 140 lbs. per square inch, the total nett pressure on the valve was 
reduced to 8633 lbs., and the pull on the valve spindle was reduced to 
760"5 lbs. corresponding to a coefficient of friction 0088. The coefficient 
of friction is reckoned by dividing the force required to move the valve 
by the nett pressure acting on the back of the valve. Mr Aspinall's 

• J. A. F. AspinaU, " On the Friction ot Slide Valves," Ptoc. Init. Civil Engxnent, 
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experimeats show that the average coefficient of friction for valves 
working on a vertical face is about 0'068, whilst for an unbalanced 
valve on a horizontal face it is about 0'088. For the partially balanced 
valve the coefficient found was slightly higher, being 0092. A complete 
account of these experiments, with details of the dynamometer used 
to measure the force at the valve spindle, will be found in the paper 
quoted and in an earlier paper in Vol. 95 of the Proceedings of the 
Ijistitution of Civil Engineers. In the discussion of the second paper 
Mr F. W. Webb stated that instead of four separate strips he had used 
a rectangular frame milled in one piece, packed round with asbeatoa 
cord, with good results. 




Fig. IS. Balamcbd Valvb. Northbhh Railway op Frahcb. 

Fig. 16 shows the slide valve and the way it is balanced in the case 
of the De Olehn Compound Express locomotives running between Paris 
and Calais on the Northern Railway of France. The relief frame is 
in the form of a ring R, bored out to fit the circular projection P 
turned on the back of the slide valve. 

A relief frame as applied to a large marine engine valve is shown 
in Fig, 17. Returning to the triple ported valve shown in Fig. 14, its 
actual size is 5' 6" in the direction of its stroke and 5' 8^" wide. The 
area is thus 4521 square inches. A considerable fraction of this is cut 
off from the action of the steam pressure by the method indicated in 
the figure, but shown on a larger scale in Fig. 17, which is a section 
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through the cylinder cover and 
balancing ring. A circular plate 
D is pressed into contact with 
the back of the valve by springs, 
two of which are shown at S and 
8. This plate is free to move in 
a direction perpendicular to the 
port face, being guided by the 
steel ring RR, secured to the 
cylinder cover by 12, J" studa. 
Steam is prevented irom getting 
behind the plate by means of a 
flexible copper ring CC in the 
form of a single deep corrugation. 
This copper corrugation is fastened 
by one limb to the plate by 48, 
J" studs, and by the other limb 
to the cylinder cover by 52 studs. 
The copper corrugation forms a 
flexible connection between the 
cylinder cover and the circular 
plate resting on the back of the 
valve, the plate is therefore free 
to move into close contact with 
the surface of the valve under 
the action of the springs. In this 
way an area of 1503 square inches 
is relieved from steam pressure. 

There are other ways of pre- 
venting steam from getting be- 
hind the balance plate. The , 
method indicated has been used 
successfully for many years by 
Messrs Humphrys and Tennant. 

In fitting these frames care 
must be taken that the valve is 
not relieved too much, since the 
pressure on the inner side of the 
valve due to the steam in the 
passages tends to lift the valve 
off its seat. A certain quantity 
of steam is sure to find its way 

Fl^. 17. Valve Cbebt Cover akd 
Balancing Plate for Triple 
Ported Slide Valve. 



n] 



On Steam Distributing Valves 



27 



behind the plate as the valve moves to and fro under it, and to 
prevent the gradual accumulation of pressure from this cause the inside 
of the relief frame is placed in communication with the exhaust 
passage or with the condenser. 

26. Pivton TalTC Theoretically the slide valve can be relieved 
of all pressure on the back by changing it to the cylindrical form, 
obtaining what is known as a piston valve. Two essential properties of 
the flat slide valve are lost by this change. The valve is no loi^r 
kept up to its seat by the steam pressure, and the valve can no longer 
lift off its seat against the steam pressure to allow trapped water to 
escape. When a piston valve is used therefore it is absolutely necessary 
to provide relief valves on the cylinder to allow water to escape. 




Fig. IB. Piston Valve. 



If a thin section of the slide valve shown in Fig. 10 be supposed to 
revolve about the axis of the valve spindle it will describe a corre- 
sponding piston valve in space. The ports of the steam passages, both 
for supply and exhaust, must now encircle the valve as shown in Fig, 18, 
and provision must be made for placing the ends of the steam chest or 
valve chamber in communication with one another. This is generally 
effected either by casting a passage for the purpose with the valve 
chest or with the cylinder, or by casting a passage through the valve 
itseie 

This change in form of the valve does not involve any chaise in 
the distribution of steam it can effect. The definitions of the steam 
and of the exhaust laps and of the critical positions are precisely the 
same in a piston valve as in a valve of the ordinary type. 
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The usual mode of construction adopted with piston valves is shown 
in Fig. 14. The steam chest is bored out to receive two liners, L and 
L,, in which the ports are machined to the correct size. The corre- 
sponding ports in the cylinder are cast slightly wider than those in 
the liner, so that when the liner is forced into its place the ports 
in it have a iaii opening into the steam passages. In some cases the 
liner is made in one piece and all the ports are cut in it. The piston 
valve P is indicated in general elevation and it will be seen that its 
weight is carried by a balancing piston. . 

A section of the piston valve for the high pressure cylinder of the 
engine of which Fig, 14 is a part is shown in Fig. 19. This valve 



Fig. 19. PtSTON Valve. Marine Ehoihe. 

is two feet in diameter. The cylindrical body of the valve carries 
a boss inside it supported by three webs, the boss being connected to 
the valve spindle, which below is continued to the vatve gear, and 
above to a balance piston. The ends of the valve are increased in 
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diameter and are formed into circumferential grooves carrying packing 
rings. One side of a groove is formed by the addition of a flat steel 
ring to the end of the valve. The removal of this ring enables the 
packing rings to be put in place, after which it is replaced and held 
securely in position by a ring of studs. The packing rings are split 
and a tongue piece is inserted as indicated, thus leaving the ring 
free to expand against the liner. The edges of the packing rings form 
the respective steam and exhaust edges of the valve. The valve shown 
works with outside steam admission. 

Sometimes an uncut floating ring is used for packing the valve. 
The ring is turned a few thousandths of an inch smaller than the liner 
in which it works and is free to move a small amount in a radial 
direction relatively to the valve, so that it can accommodate its position 
to the small distortions of the liner due to changes of temperature 
without danger of sticking. 

A floating ring can either be put over the end of the valve, being 
held in its place by a washer or junk ring, or it can be sprung over the 
end of the valve into a groove turned to receive it in the way discovered 
by Mr Yarrow*. A floating ring passes a small amount of steam, but 
the gain in other directions in the opinion of some eminent engineers 
more than compensates for this. The advantage of this form of 
packing is that there is practically no fictional resistance to sliding, 
because the uncut packing ring is actually smaller in diameter than the 
liner in which it slides ; there is therefore no necessity for lubrication. 
This is an enormous advantage in the case of condensing engines where 
the condensed steam is returned to the boiler, since the successful 
working of modem water tube boilers is imperilled if oil gets into them 
with the feed water. 8ome makers dispense with even a floating ring 
and use a solid valve. In this case the design must be carefully con- 
sidered with regard to the change of form likely to be caused by the 
change of temperature to which the valve and seat will be subjected. 

26. Vauolaln Talve. Fig. 20 shows the type of piston valve used 
with the Vauclain Compound Locomotive, built by the Baldwin Company 
of Philadelphia. This one valve etFects the distribution of steam to two 
cylinders. There are therefore four cycles to be arranged for, namely, 
the in- and outstroke cycles for the high pressure cylinder, and the 
in- and the outstroke cycles for the low pressure cylinder. The cycles 
involve 16 events per revolution. The course of the steam for the 
position of the valve shown is indicated by arrowa Steam enters the 
high pressure cylinder for the outstroke cycle at A simultaneously 
'* Sea rfte EngiiutT, Jftn. 30tb, IMS. page 123. 
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with the exit of steam from the instroke cycle at B. The steam 
leaviiig at B fiods its way into the centre of the valve, which is 
desiji^ed to have sufScient capacity to act momentarily aa a receiver 
when required to do so. In the figure, however, the way is shown 



Fig. 90. Piston Valvb. Vatjclain Compound Locouotive. 

open into the low pressure cylinder at C «nd the steam is entering 
for the performance of the outstroke cycle. Steam from the instroke 
low pressure cycle is leaving the cylinder at D, passing round the 
valve into the exhaust cavity E, which is in direct communication with 
the blast pipe. If the valve is drawn separately on a piece of card the 
distribution of the steam can be followed through a revolution, and the 
two steam and exhaust laps measured without difficulty. 

27. Segmental valve. A valve which combines the essential 
properties of the slide valve with part of the advantage of the piston 
valve has been invented by Mr W. M. Smith* and is used by the North- 
Eastem Railway Company and in the new compound engines introduced 
by Mr S. W. Johnson on the Midland Railway. The main object in the 
design is to obtain a valve which, whilst retaining the advantages of the 
cylindrical form, will allow trapped water to escape. For this purpose 
there are two rings of packing at each end, one narrow in width and 
the other relatively much wider. The wider ring is cut into three 
1 the Proeetdingi of Iiut. of Mechanical Engiiuert, Jut;, 
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segmente 8,, S,, S, (Fig. 21). The head of the valve is formed by 
clamping a washer W against the main body of the valve B. The 
washer carries three horns H„ ff,, H, arranged so that they form radial 
guides for the segments. Two segments S,, S, are shown drawn off 
these homs. S, is in its proper position. Steam gets to the inside of 
the segments through holes in the washer and presses them on to the 
liner, and the segments are also free to move inwards a slight distance 
radially under the action of a sudden rise of pressure in the ports due 
to the presence of trapped water. The spaces between the ends of the 
segments are brought over bridges in the steam ports of the liner, two 
of which are shown at ^i and K,. About one-third of the section of 



Fig. 31. Seomental Pm«N Valve. 

the liner L is shown in the figure, enough to include the two bridges 
Ki, Kf and the part of the steam port between them. The narrower 
ring £ is a piston ring somewhat of the ordinary type, cut in one place 
and expanding by its own elasticity on to the valve seat. Its object is 
to prevent the passage of steam through the spaces between the ends 
of the segments direct into the exhaust cavity. The segments and 
the ring E are all provided with projecting lipa, P,, P,, P,, in order to 
limit the radial movement outwards and to prevent, as iar as possible, 
broken pieces of the rings getting into the ports in case of fracture. 
These six segments really constitute a set of small slide valves arranged 
so that the area acted upon by the steam is a minimum. 

In some comparative experiments* made on the North-Eaatem 
Railway the wear of these segments was found to be about 3/32 of 
an inch for 100,000 engine miles, and the wear of slide valves of the 
* Ibid. ioc. ciu 
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usual type, which were tried in comparison with them under such 
identical conditions aa it is possible to get on a railway, was 25/32 of 
an inch per 100,000 engine miles. At the Engineering Conference, 
May, 1897, Mr S. W, Johnson stated that the segmental valves he 
used with the Midland engines required one-sixth of the power neces- 
sary to work the ordinary slide valve, whilst the loss by wear was also 
about one-sixth. 

28. Rocking valve. The essential features of this type of valve 
are the same as those of a slide valve. The valve oscillates to and &o 
about some central position, but the motion is an angular oscillation 
about the axis of the valve spindle instead of a linear motion in the 
direction of the valve spindle. 

Fig. 22 shows a rocking valve arranged to perform all the functions 
of a slide valve. The central portion of the valve is shown separately 
above the section, and the valve spindle again, separately above the 
valve. It will be observed that a squared part of the spindle engages 
the valve along a slot formed in the back. By this arrangement the 
valve is tree to find its seat under the action of the steam pressure, and 
free to lift off its seat to allow trapped water to escape. 




Fig. 99. Rocking Valve. 

It is unusual to effect the distribution of steam by one valve of this 
type. The usual practice b to provide four separate valves, two at 
each end of the cylinder, the valve spindles being parallel to one 
another and at right angles to the vertical plane containing the 
cylinder centre line. 
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The general arraDgement of four " Corliss valves " of this type is 
shown in Fig. 23. The valves S and E are respectively the steam and 
exhaust valves for the outstroke cycle : iSfi and E^ being those for the 
instroke cycle. The valve chambers in which S and S^ work are 
connected by the steam passage P, this passage itself being in 
communication with the main steam pipe through the stop valve. The 
advantage of this ajrangement is that the steam passages from the 
valve chambers into the cylinder are short, as will be seen in the figure, 
and therefore the clearance spaces are reduced to a minimum. ■ 

A cross-section through the valve chambers for the outstroke cycle 
across BB is shown in Fig. 24. Considering the arrangement of the 
steam valve S more particularly, it will be observed in Fig. 24 that the 
ends of the valve spindle are well supported by the covers of the valve 
chamber, one end of the spindle being brought through a gland, so that 
by suitable connection with the valve gear mechanism it may receive an 
angular oscillation. 

The valve itself engages with the valve s^ndle by means of slots 
cut across the ends, as shown in the separate drawing of the steam 
valve. Fig. 25. The spindle. Fig. 26, is squared at A, and carries a 
rectangular cross-piece or hilt at-B. The internal diameter of the valve 
is large enough to allow the spindle to be pushed through it up to the 
hilt, and when it is in its proper place the squared part A rests in the 
slot at one end of the valve, whilst the hilt rests in the slot at the other. 
The valve is ribbed at intervals R, R, R, and these ribs find corre- 
sponding ribs to support them in the valve chamber at r, r, r*. 

By the arrangement shown, the angular motion which the valve 
spindle receives fix)m the valve gear is communicated to the valve, whibt 
the valve is left free to find its seat on the curved port surface under the 
action of the steam pressure or to lift off in order to allow trapped 
water to escape. 

The angular displacement, ^, which must he given to the valve 
spindle to move the edge of the valve through a given distance L is 
easily calculated. Thus, if u is the radius of the port surface, the angle 
in radians through which the lever on the valve spindle must be turned 
in order to move the edge of the valve a distance L is given by 



The steam valves of engines fitted with valves of this type are commonly 

worked by means of a trip gear which is under the control of the 

governor. The angular oscillation they receive is of the quick return 

* I am indebted to Mcbstb Hick Haigi«>TB» and Co. for tb« dnivinge on page H. 
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type. That is to say, the valve is opened by the motion of the 
valve gear link work, and at some point in the stroke, determined by 
the governor, the valve is suddenly disconnected from the valve gear, 
and a powerful spring which is connected to the lever at ^i, closes 
the valve quickly, the rate of closing being controlled by a dashpot. 

The gear operating the exhaust valves is unprovided with trip getu:, 
and the angular motion in one direction is an exact repetition of the 
motion in the other direction. 



29. The inertia of a valve. The resistance to be c 
the valve spindle, to move the valve against the friction produced by 
the steam pressure acting on it, has been discussed in Art. 24 In 
high speed engines the resistance to motion due to the inertia of the 
valve must be added to this in order to get a correct idea of the force 
to be overcome. If W is the weight of a slide valve, a the acceleration 
at any instant, this force is given by 



The acceleration of the valve's motion can easily be calculated in 
the case of the simple eccentric gear, and it is not difficult to estimate 
it approximately in any ordinary case. General methods of finding the 
acceleration are discussed in Chapter ix. 

To give some indication of the magnitude of the force, suppose an 
ordinary slide valve, weighing 200 pounds and having a stroke of 
6 inches, to make 800 strokes per minute, and that the motion is of 
the simple harmonic kind, that is to say, the motion due to a crank and 
a relatively long connecting rod, 

The acceleration at' each end of the stroke is 

where n is the number of revolutions of the crank per second, r is the 
radius of the crank in feet. In the case supposed, this is numerically 
equal to 437'5. 

The force exerted by the valve spindle to start the valve at the end 
of each stroke is therefore 

^ X 437-5 =2720 lbs. app. 
At the centre of the stroke this force becomes and changes sign. 
In the case of a rocking valve, the couple, acting on the lever of the 
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valve spindle, which is required to produce an angular accoleration of A 
radians per Bee. per sec, is given by 

C = ~y.A, 
9 

where / is the moment of inertia of the valve and the spindle, about 
the axis of oscillation. If Q is the distance between the centre of the 
valve spindle and the centre K, at which the force is applied, the force 
corresponding to this couple, acting at right angles to the lever, is given 
by the quotient 

«■ 
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CHAPTER III. 

THE CRANK AND CONNECTING ROD. 

30. Tbe crank and connecting rod. Oeneral detcrlptlon. 

Since the motion of the piston is controlled by a crank and con- 
Dectiug rod mechanisni in nearly all the modem forma of the steam 
engine, it will be convenient to describe the geometric properties of thirf 
mechaniam first. 

Tbe general form of the mechanism is too well known to need any 
special description. A drawing of it is shown incidentally in Fig, 77. 
In Fig. 27 OK is the crank and KB is the connecting rod. The end of 
the connecting rod is constrained to move in a straight line by the 
slide bars, the connection between the sliding blocks and the end of 
the rod being made by the crosshead. The piston rod is fixed to tbe 
crosshead, so that tbe motion of the piston, the piston rod, and the 
crosshead is the same. Hence the motion of the piston may be repre- 
sented by the motion of any one of the points in the reciprocating mass. 
It is usually convenient to take the centre of the crosshead pin for 
this purpose. 

The stroke of the piston, that is, the distance between the dead 
points, is constant and equal to twice the crank radius. 

In what follows, the mechanism is restricted to the arrangement 
where the line of stroke, produced, passes through the centre of the 
crank shaft. 

31. Determination of the piston position correepondlng to 
any given value of the orank angle. The position of the piston 
in relation to its dead points is determined by the following simple 
geometrical construction. 

Set out the centre line of the cylinder, Fig. 27 : draw the crank 
in any position as OK, and from the crank pin axis as centre, and 
with a radius equal to the length of the connecting rod, draw an arc 
cutting the line of stroke at B. The point thus determined fixes 
tbe position of the centre of the small end of the rod. Arcs drawn 
with the same radius from the centres and 6 fix the dead points of 
. the small end of the rod Every point in the reciprocating mass 
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has the same motion as the centre of the email end of the connect- 
ing rod. The point B in the line of stroke may therefore be taken 
to represent the centre of the piston, and the points and 6 the 
dead points of the piston. 




Fig. 37. Piston Displagbment Cdrtes. 
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Repeat this construction for several equidistant positions, 12 say, of 
the crank, obtaining thereby the corresponding positions of the piston 
in the line of stroke. Then the distance of the piston, corresponding to 
any one of the 12 equidistant values of the crank angle, may be measured 
6x)m either of its dead points. 

32. FUton diiplacement curve. It is an easy matter to extend 
the results of these twelve constructions so that the piston position may 
be fixed for any given value of the crank angle 0. To do this, draw a 
vertical line TT through the point m, bisecting the distance between 
the dead points 0, 6, Fig. 27. Take any convenient length on TT, as 
— 12, and divide this length into the same number of equal parts as 
the equidistant positions of the crank divide the circumference of the 
crank circle. Through each division draw a line at right angles to TT. 
The distance between each one of these horizontal lines corresponds 
to a certain change in the crank angle. This change is 30 degrees 
in Fig. 27. The part — 12 of TT, may be looked upon as the circum- 
ference of the crank circle developed into a straight line, and set 
out to some convenient scale. Instead of numbering the points where 
the horizontals cut TT, to 12, they may be numbered to give the 
angular position of the crank in degrees. This alternative numbering 
is shown in Fig. 27 by the figures to the left of TT. Now project the 
12 points giving the positions of the piston in the line of stroke on to 
the correspondingly numbered lines below, and draw a smooth curve 
through them as shown by the thick full line. This curve is called 
the piston diflplacement curve. By means of it the piston dis- 
placement can be found at once for any given value of the crank 
angle 6 by merely finding on TT, and measuring the horizontal dis- 
tance from TT to the curve. 

If the stroke be divided into ten equal parts, and corresponding 
lines be drawn parallel to TT dividing the diagram vertically into ten 
equal parts, the piston position can be read off, as a percentage of the 
stroke reckoned from either dead point. In the diagram. Fig. 27, the 
upper scale corresponds to the Initroke, and the lower to the ont- 
■troke. 

33. Example. Find the piston displacement when 0=45 degrees; 

(1) from its central position, 

(2) from the right dead point, 

(3) from the left dead point. 

Finding 45 degrees on TT and measuring the horizontal distance 
a:, to the curve, the answers are : — 
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(1) jq = 0'8 X the crank radius, 

(2) ten per cent, 

(3) ninety per cent. 

Notice that each of the three answers is numerically the same if 
the angle B is {360 -6) = 315 degrees. 

The difference in the two cases is that, when 5 = 45 degrees and is 
increasing in value, x^ is decreasing in value, but when ^ = 315 degrees, 
and is increasing in value, Xi is increasing in value. 

Again, let ^ = 90 degrees, then a:, = 0172 x crank radius. Or in 
percentages, the piston is 41 per cent, of its stroke from the right dead 
point or 59 per cent, from the left dead point. These values are pre- 
cisely the same for the angle 270 degrees. 

In general, however, the displacements corresponding to two crank 
positions 180 degrees apart, are unequal except for the values 90 and 
270 degrees, and of course and 180 degrees. 

34 Alternative oon rtru ctlOB. The displacement diagram may 
be drawn in a slightly different and sometimes more convenient way 
as follows : — 

Take any crank angle 6, Fig. 27, and find the corresponding 
position, B, of the centre of the small end of the connecting rod as 
before, for number 4 crank position, say. Using this point in the 
stroke as centre, draw an arc through the crank pin centre K, cutting 
the line of stroke produced in q. Then it is clear that the distance 
Oq is equal to mB, the actual displacement of the piston from its 
central position. Points similar to g are to be found for the twelve 
equidistant positions of the crank. The part of the line of stroke 
cut oflF by the crank circle will then be divided by the several 
points q in the same way that the stroke is actually divided by the 
corresponding positions of the piston. To draw the displacement 
curve, take TT at right angles to the line of stroke so that it 
passes through 0, the centre of the crank shaft, then project each 
point g on to the corresponding horizontal line below, as before, and 
sketch in the curve. 

36. Uae of a template to find q. If the displacement curve lb 
to be drawn full size, or even to a large scale, the fixing of the several 
piston positions in the line of stroke, and the drawing of the corre- 
sponding arcs through the crank pin centres, will usually require a 
trammel some feet in length. The arc Kq, Fig. 27, may however be 
drawn without finding the corresponding centre point B in the stroke. 
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and without using a trammel at all. This is done by means of a 
template bo foshioned that the edge ARB, Fig. 28, is curved to the 
radius of the connecting rod, and the other edge CQD is straight and 
truly at right angles to a radius of the curve QR, which radius is to be 
marked on the template. To draw the arc 4j, place the template as 
shown in Fig. 28, so that the radius QR lies in the line of stroke, and 
the curved edge passes through the point 4 on the crank circle. The 
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L Template to find q. 



placing of the template in this position is much &cilitated if the 
straight edge CQD is worked off a T square, as shown in the figure. 
Care must be taken that the top edge of the drawing board is truly at 
right angles to the usual working edge. 

In this way the positions of the piston may be found relatively to 
the dead points for stated crank angles without drawing anything but 
the crank circle. The displacement curve may then be constructed in 
the way already explained. 

36. On the effect of changing the proportion between the 
length of the connecting rod and the crank radlue. 

The form of the displacement curve depends upon the ratio of the 
length of the connecting rod to the length of the crank only. As the 
length of the rod increases relatively to the crank, the displacement 
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curve. Fig. i27, continually approaches the form of the dotted curve 
shown on the diagram. In the limiting case, where the rod becomes 
infinitely long, the dotted curve becomes the displacement curve. In 
this limiting case the displacement Op of the piston is given in terras 
of the crank radius, r, and crank angle & by 

Op = r cos ^, 
a minus value of Op, showing that the piston is to the left of its central 
position. The piston displacement eiu-ve in this case may be constructed 
by plotting this expression. 

The curve in Fig. 27 is drawn for the case where the connecting 
rod is three times the length of the crank. The distance qp, in Fig. 27, 
shows the difference in piston position corresponding to the case of 
an infinitely long connecting rod, and one three times the length of 
the crank, when the crank angle is $. The difference for any crank 
angle is the horizontal intercept between the dotted and full displace- 
ment curves. This difference decreases rapidly as the ratio of the 
length of the connecting rod to the length of the crank increases. 

37. Piston displacement curve on big end base. Referring 
to Fig. 27, it will be seen that if an arc be drawn through the crank 
shaft centre with radius equal to the length of the connecting rod, the 
horizontal distance between it and the arc drawn through the crank 
position K will be constant, since both curves are drawn with the same 
radius from centres a horizontal distance apart equal to Oq. It follows 
that the horizontal distance rK is equal to .Oq, and hence rK represents 
the displacement of the piston from its central position. This con- 
struction is true for any position of the crank pin, and the following 
simple method therefore may be used to find the piston displacement. 

With a radius equal to the length of the connecting rod, and from 
the central position of the crosshead as centre, draw an arc of a circle 
through the centre of the crank pin circle. The horizontal distance 
between the crank pin and this arc is then equal to the displacement of 
the piston from the centre of its stroke. The crank pin circle thus 
becomes the piston displacement curve with reference to this curved 
base. This central arc is conveniently referred to as the big end base, 
because it is the path the big end would move in, if the horizontal 
motion of the crosshead were suppressed. 

This method of finding the piston displacement is sometimes very 
useful. 

38. Tbe polar diagram. The displacement x of the piston from 
its central position may be set out along the corresponding position 
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of the crank radius, as shown in Fig. 29. A curve joining up the ends 
of these radial quantities forms a polar diiplaoement curve. The 
complete curve is like a figure 8, since twice during the revolution the 
piston passes through its central position where j: = zero. In this 
diagram the distance of the piston firom its central position correspond- 
ing to a given value of tf is the part of the crank radius cut off between 
the centre and the curve. Thus, when 0= 60 degrees, the piston ia at 
a distance Or — 056r from its central position. The disadvantage of this 
form as a practical diagram is that when the crank is in the region 
where x is nearly zero, it is difficult to measure x accurately because 
the crank itself is almost parallel to the curve, and the points of cutting 
are therefore somewhat indeterminate. 
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As the ratio of the length of the connecting rod to the length of 
the crank increases, the displacement curve continually approaches the 
form of two dotted circles touching at 0, the diameter of each circle 
being equal to the radius of the crank. In the limiting cose where the 
rod becomes infinitely long, the two circles themselves become the 
displacement curve. Thus the two circles in the polar diagram. Fig. 29, 
represent the same conditions as the dotted or cosine curve in Fig. 27. 
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CHAPTER IV. 

THE SIMPLE ECCENTBIC GEAR. 

39. Deiorlption. This gear is the type most commonly used 
when the crank shaft is required to turn in one direction only. Its 
essential features are shown in Figs. 30 and 31. Keyed to the crank 



< Tig. 31. 

SlHFLB ECCBMTRIC GeAB. 

shaft is the eccentric sheave E, which is merely in principle a Sat disc 
with the hole for the shaft placed eccentrically through it. The sheave 
is usually made in two halves, bolted tK^ther. Surrounding the sheave 
is the eccentric strap S, put on in two halves, and held laterally by the 
grooving together of it and the sheave, as shown in the section. Fig. 31. 
The strap is bolted to the eccentric rod R, which is jointed to the valve 
spindle at P. The movement of the valve is the same as the movement 
of the point P. As the shaft turns, the point P receives a to and fro 
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motion which, with properly proportioned parts, enables the slide valve 
to effect a distribution of steam suitable for driving the engine. 

40. Ecceatrio g«as equivalent to a crank and connecUns 
rod. The names and the form of the parts in the simple eccentric gear 
disguise the fact that, so &r as the motion given to the point P is 
concerned, the gear is equivalent to a crank and connecting rod. This 
geometrical identity is readily seen if the crank pin belonging to an 
ordinary crank shaft is imagined to increase gradually in diameter until 
it is large enough for the shaft to pass through it. It grows, in fact, 
into an eccentric sheave, so that the distance from the centre of the 
crank shaft to the centre of the sheave, called the eccentricity, is the 
crank radius corresponding to the sheave : and the distance from the 
centre of the eccentric strap to the centre of the pin P is the length of 
the corresponding connecting rod. The names of the corresponding 
parts in the two gears are compared in the two columns below : — 

Cmnk and conneatiDg rod gear Booentric Bear 

Crank pin ia equivalent to Eccentric sheave. 

Crank radius „ „ „ Eccentricity or ecceDtric radius. 

Connecting rod „ „ „ Eccentric rod. 

Big end „ „ „ Eccentric strap. 

Stroke of piston „ „ „ Travel of valvo. 

3troke=2xcraDk radius Travel =2 x eccentricity. 

In dealing with any problem concerning the motion imparted to 
a slide valve by an eccentric gear, it ia therefore only necessary to treat 
it as a crank and connecting rod problem in which the eccentricity of 
the sheave is used for the crank radius, and the length of the eccentric, 
from the centre of the pin to centre of strap, is used for the length of 
the connecting rod. 

The crank and connecting rod equivalent to the eccentric gear 
shown in Figs. 30 and 31 is indicated in Fig. 30 by thick lines, OK 
being the eccentricity and KP the length of the eccentric rod. 

41. DUplacement diagram of the valve centre. Assume for 
the time being that the crank in Fig. 27 represents the eccentricity of 
a sheave, the connecting rod representing the length of the eccentric 
rod. The displacement curve for the valve centre would then be 
identical with the piston displacement curve in Fig. 27 and would be 
drawn in exactly the same way. The peculiarity of the simple eccentric 
gear compared with crank and connecting rod mechanism is, however, 
that the ratio of the length of the eccentric rod to the eccentricity is 
usually so large that the displacement curve of the valve is not sensibly 
different from the displacement curve corresponding to an infinitely 
long eccentric rod. 
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42. Angular difltorence between the main orank and the 
eooentric radiui. 

A. Steam taien on the outside of the valve as explained in Art. 14. 
In order that the motion given to the slide valve hy the eccentric gear 
may be properly timed to determine the distribution of steam described 
in Art. 3, the sheave must be placed on the cmnk shaft so that the 
eccentric radius stands at an angle tp with the main crank. Thus, if the 
position of the main crank is specified by the angle ff, as shown in 
Fig. 32, the corresponding position of the eccentric radius for positive 
rotation is given by 

and the corresponding displacement of the valve from its central 
position, by x. 

Fig. 32. 




Angular Djpfebbticb between the Main Obank and Eccehtbio Crank 

FOB ras TWO DIKBOTtONS OF ROTATION WHEN StEAU 18 TAKEN ON THE 
OUTSIDE OF THE SlIDE VaLVE. 

It is important to notice that, with outside admission, the eccentric 
angle is measured in advance of the main crank and is greater than 
90 degrees. If for instance the main crank were revolving in the 
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clockwise direction, Fig, 33, the angle would be set out as shown. In 
this case the position of the eccentric crank at any instant would be 
given by the angle 

and the corresponding displacement of the valve from its central position, 
by X. It should be noticed in this latter case that the angle 8 decreases 
with the time. In the first case the angle increases with the time. In 
this way the difference between the two directions of turning is mathe- 
matically stated. 

Why this angular difference is necessary will be' made clear in the 
valve diagram about to be explained. 

B. Steam taken on the inside of the valve as explained in Art. 18, 
In this case the eccentric must be placed on the shaft behind the 
crank at an angle which is always less than 90 degrees. The relative 

rig. 34. 




Angular Difference or Lao bbtwben the Main Crank and Eccentric 
Crank for the two dikbctions of rotation when Steam is taken on 

THE INSIDE UF THE SlIDB YaLVB. 

positions' for clockwise and counterclockwise running are ^hown in 
Figs. 34 and 35. It will be seen that the angle at any instant between 
the eccentric radius and the line of reference is 

(0 - \) for counterclockwise running, and that x is the valve displacement, 
(0 + \) for clockwise running, and that x is the valve displacement. 
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\ in each case being the angle by which the eccentric radius lags behind 
the main crank. 

The relation between ^ and X for a given distribution is a simple 
one, if, for instance, it is found that the angular difference to effect 
a stated distribution of steam is ^ degrees when the steam is taken on 
the outside of the valve, the angle \ for the corresponding inside 
distribution would be (180 - 0) degrees. 

In each of the four figures the displacement x is found by projecting 
OK the eccentricity on to the line of stroke of the valve. 

This projection should strictly be tnade by an arc equal in radius 
to the eccentric rod in the way explained in Art. 34. Commonly the 
eccentric rod is so long relatively to the eccentricity, that the error 
introduced by using a straight line instead of the are is negligible, in 
which case the valve displacement fi^im its central position is given by 
iC = rcos(e±^) or a; = r cos (^ T X). 

43. Angular advance. Angular lag. Although the angle is 
strictly the angular advance of the eccentric in front of the main cmnk, 
the term is often used, in fact most generally used, to denote the excess 
of <() above 90 degrees. Thus 

= (9O° + S), 
the symbol S being used to denote the angular advance in this 
sense. 

If a slide valve receives its motion from an eccentric gear in which 
the eccentric sheave is keyed at 90 degrees in front of the main crank, 
the line of stroke of the valve being assumed parallel with the line of 
stroke of the piston, the cycle of events determined by the valve is one 
in which compression and admission take place at the same instant, 
that is, there is no compression stage, and cut off and release take place 
at the same instant, that is, there is no expansion. The pairs of points 
4 and 1 in Fig. 2 are coincident, points 2 and 3 also coincide, and the 
diagram takes the form of a rectangle. 

In order bo obtain a time interval for expansion to take place 
between cut off and release, outside lap must be given to the valve and 
the eccentric angle must be increased beyond the 90 degrees. A certain 
small increase in the angle is also necessary to give lead to the valve. 
These increases allow of a time interval between compression and 
admission, which time interval may be increased or diminished by 
increasing or diminishing the inside lap. 

In general for all cases where the line of stroke of the valve is 
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parallel to the line of stroke of the piston the angular difference between 
the main crank and the eccentric sheave is given by 

= (9O + S). 
S being what is often called the angular advance. 

In what follows the actual angle between the main crank and the 
eccentric sheave will be called the angular advance and little further 
mention will be made of 2. It is introduced here merely to explain 
that the term angular advance may in general bear two meanings. 
The context of any work will however make it clear which meaning is 
being attached to the term. 

In the case where steam is admitted on the inside of the valve the 
angular difference, \, between the crank and the eccentric radius may 
be called angular lag because the eccentric is always behind the crank 
whichever way rotation takes place. 

41. To And the ilinaltaneoas displacement! of the pUton 
and valve eorretpondlng with a given crank angle and a given 
value of the angular advance. Let the radius of the main crank 
be one foot, and the eccentricity three inches. Steam is to be taken 
outside the valve so that ^ is to be set out in front of the crank. 

Draw the crank circle, Fig. 36, and divide it into a number of equal 
parts. Twelve only are used in the figure to avoid complication. Draw 
the piston displacement curve by either of the methods of Arts. 32 to 
35. The method of Art. 35 is used in the figure, and the rod is taken 
to be four times the length of the crank. Then set out 0, the . angular 
advance, as shown. Draw the circle representing the path of the centre 
of the eccentric sheave with radius equal to the eccentricity, and starting 
from figure on this circle, divide it into the same number of equal 
parts as the equidistant positions of the main crank divide the crank pin 
circle, and number these correspondingly with the numbers on the crank 
pin circle, being careiiil to number round in the same direction as on 
the crank pin circle. A pair of numbers on these two circles will fix 
corresponding positions of the crank pin and the centre of the eccentric. 
Assuming the ratio of the eccentricity to the length of the eccentric 
rod to be small, perpendiculars dropped from the successive positions 
of the eccentric sheave centre to the correspondingly numbered lines 
below. Fig. 36, will determine points on the valve displacement curve 
with sufficient accuracy. (If the eccentric rod is short relatively to the 
eccentricity, the exact construction of Art. 35 should be used.) Sketch 
in the curve through these points and the valve displacement curve 
is obtained in its proper relative position with regard to the piston 
displacement curve. 



lyGoogle 



Valves and Valve Gear Meckanisms [ch. 




Flfl:. 36. The Valte Diaorah. 



lyGoogle 



it] The Simple Eccentric Gear 61 

Any crank angle being assigned, the corresponding piston and valve 
displacements can at once be found from the diagram by merely drawing 
a horizontal XX through the given angle. The simultaneous positions of 
the piston and valve are then shown by the parts of this line intercepted 
between TT and the respective displacement curves. 

Example. What are the respective positions of the piston and the 
valve when the crank angle is 60 degrees ? 

On the diagram, Fig, 36, 60 degrees corresponds with the position 
marked 2. Draw a horizontal XX through 2, and it will be seen that 
the piston is at 20 per cent, of its stroke, whilst the valve displacement 
from the central position is 2'95 inches to the left. 

46. The valve diagram. The object of the valve diagram is to 
discover what is taking place with regard to the steam distribution, or 
to exhibit the relations between given data, and from them to obtain 
complete data so that the gear and the valve may be designed to effect 
a distribution of steam according to a stated cycle. 

Referring to Art. 11 it will be seen that directly x, the displace- 
ment of the valve from its central position, is known, it is at once possible 
to determine what is taking place with regard to the steam distribution, 
assuming the steam and exhaust laps to be known. 

The diagram. Fig. 36, links the valve position with the piston position 
80 that the piston position corresponding with a stated value of d; is 
shown. Hence, if the displacement x is found for the different events of 
the stroke, the corresponding piston position may at once be found by 
projecting horizontally on to the piston curve and then vertically on to 
the appropriate percentage scale. Now, for the different events, x is 
equal either to the steam or exhaust lap, so that it is only necessary to 
locate these positions to determine the complete distribution of steam. 
Considering the Instroke, this is conveniently done by drawing the 
vertical line LL to the left and at a distance from TT equal to the 
ontstde lap. This line cuts the valve displacement curve at the two 
points c and a. These two points fix the positions at which the valve 
displacement is equal to the steam lap. Point a corresponds to admis- 
sion of steam, since the displacement of the valve frvm its central 
position is increasing, and point c corresponds to cut off, since the valve 
dispUcement is decreasing. If XX be moved down so that it passes 
through c, it will cut the piston curve in a definite point, and projecting 
this point on to the upper percentage scale, the position, C, of the 
piston at cut off may be read off. Similarly A is the point on the 
percentage scale corresponding to a. 

For the events of compression and release, draw the vertical line EE 

4—2 
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to the right and at a distance equal to the exhaust lap from TT, cutting 
the valve displacement curve in the pointe r and k. At r the valve 
displacement is increasing, therefore it marks the release point; at k the 
valve displacement is decreasing, therefore it marks the compression 
point. These two points are projected first horizontally on to the 
piston curve as shown, and then vertically to the points K and R. 

Again, since the opening for steam is given by 
a; — steam lap, 
the cross hatched area shows by its horizontal width the actual opening 
of the steam port for any crank angle between admission and cut off. 

Similarly, since opening to exhaust is given by 
X — exhaust lap, 
the horizontal width of the dotted cross batched area shows the opening 
of the port for any crank angle during release and compression. 

The lead, being the opening when the piston is on a dead point, is 
shown on the horizontal through or 12. 

The events of the outatroke cycle, beginning when is 180 degrees, 
are found in a similar way, the only difference being that -the line LL 
must be drawn to the right of TT, and the line EE to the left, the 
distances in each case being respectively the steam and exhaust lap of 
the valve corresponding to the 180° cycle (that is the distribution from 
the front port), which distances may or may not be equal to the cor- 
responding distances for the degree or Initroke cycle. 

This particular form of diagram was, I think, first taught by Professor 
Reynolds. From the draughtsman's point of view it will be found the 
most generally useful, although it is not by any means the simplest or 
quickest to draw for the simple eccentric gear. It exhibits the relations 
between the different quantities, however, in a simple way, and keeps 
clearly in view the actual movement of the parts concerned. 

46. AdJurtment of icalei. A very cursory consideration of the 
diagram. Fig. 36, will show that if the valve displacement curve is 
drawn full size, as it always should be, the corresponding piston displace- 
ment curve is unnecessarily large for the purpose for which it is required, 
namely, to read off the percentage position of the piston. 

The scale of the ordinates of the piston curve may clearly be reduced 
to any convenient size, whilst the valve curve ordinates are kept full 
size. It is of course essential that the curves be drawn on the same 
base TT, otherwise the main object of the diagram is destroyed. If the 
curves were drawn on different bases, it would no longer be possible to 
read off a pair of simultaneous displacements on the line passing through 
a given angle at right angles to TT. 
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A valve diagram set out with suitable scales is given in the next 
article. It may be mentioned that the work is considerably reduced if 
the diagram is drawn on a sheet of squared paper, the scale for the 
piston curve being chosen so that the stroke corresponds with ten of 
the main divisions of the paper. The diagram is then subdivided 
vertically, by the lines of the squared paper, and the percentage petition 
of the piston can be read off quickly and accurately. 



Examination of the Disteibution of Steam effected bt 
THE Simple Eccentric Geae. 

47. Measuremeat of data. This is most conveniently explained 
in connection with the problem presented, as follows : — 

Given a double-acting engine, find at what percentage of the 
stroke the different events of the steam distribution take place ; 
find the maximum port openings for steam and exhaust; and find 
the respective leads. 
In the first place, data sufficient for setting out the valve diagram 
must be obtained from the engine. The data required are : — 

(1) for the piston displacement curve, the ratio of the length of 
the connecting rod to the crank; 

(2) for the valve displacement curve, the eccentricity of the 
sheave, and the angle between the sheave radius and the main crank, 
that is the angular advance or the angular tag; 

(3) the steam and the exhaust laps, and the widths of the ports 
and the bridges. 

Let it be assumed that all the measurements are to be made without 
taking the gear down. 

The measurements required for (1) maybe obtained most accurately 
in connection with the measurements for (2). 

The first thing to decide is whether the slide valve is taking steam 
on the inside or outside of the valve. Stand facing the engine with the 
cylinder to the left. Turn the shaft round until the main crank is 
approximately in the zero position as shown in Fig. 36. Then notice 
the position of the eccentric. If the angle between it and the main 
crank is less than 90 degrees, the valve is taking steam on the inside, 
if greater than 90 degrees, on the outside. The direction in which the 
engine runs can at once be inferred by comparing the position of the 
eccentric sheave relatively to the crank, with Figs. 32 to 35. 

The eccentric rod is usually so long in relation to the eccentricity 
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that the effect of its obliquity may be neglected without introducing 
sensible error, in which case the displacement of the valve from its 
central position is given, with negligible error, by 
x — r<x>s(6 + <^'). 

To find r, chalk the valve spindle in a convenient place near the 
stuffing box, and, whilst the engine is being turned round slowly, mark 
the valve spindle with a trammel of the kind illustrated in Fig. 10, 
finally fixing the extreme marks of the trammel point in either direction 
by a centre punch dot. The distance between these extreme dots is the 
valve travel, and half this distance is the eccentric radius. 

The measurement of the angle* between the sheave and the crank 
can be made without taking the gear down by making use of the 
above expression for the displacement ; for if x and the corresponding 
crank angle $ are known, since r has just been measured, <(> can be cal- 
culated. The values of at which it is easiest to place the main crank 
are and 180 degrees, corresponding to the dead points of the piston. 
The placing of the crank in either of these positions requires some care, 
because near the dead points the crank turns through a large angle for 
an extremely small motion of the piston, so that it is impossible to tell, 
by mere observation, when the crosshead comes to the end of its stroke, 
or when the crank is at 0° or 180°, with any degree of precision. The 
following method is commonly used in the process of valve setting, 
and it should be studied caretully. 

To place the crajik atO'or 180°, the positions corresponding viith the 
dead points of the piston. 

Assume that it is to be placed at degree. Turn the crank shaft 
round. Fig. 37, until the crosshead is within about one-eighth of the stroke 
from the dead point. Then put a centre dot, A , on the slide bar, and with 
a trammel of any convenient length scribe an arc on the slide block and 
put a centre dot at B, on the arc Keeping the gear in this position, 
take a long trammel, and from a centre dot at C, put at any convenient 
position on the framing of the engine, scribe an arc on the face of the 
wheel or crank disc, to cut a circular arc drawn on the face of the wheel 
in D. Next turn the crank shaft round slowly until the crosshead, 
passing through its dead point, comes back to the position fixed by the 
trammel AB. Of course it requires at least two men to do this, one to 
turn, the other to watch the crosshead. Be careful not to overshoot the 
position, because the block must be stopped dead at the place by turning 
in the direction shown, in order to avoid error due to any slackness in 
the joints. Having brought the block to the correct position, mark the 
* Sm Appendii. 



lyGoogle 



iv] The Simple Eccentric Gear 65 

rim of the wheel with the trammel CD from the centre C. The point 
E would thus be obtained. Now bisect the arc ED in the point F. 
Then holding the large trsmmel with one point at C, turn the shaft 
slowly until the other point drops into the dot F. The crank is 
then in the position degree, corresponding to the dead point of the 
piston. In a similar way the crank may be put in its 180 degree 
position. 




Vi%. 37. Skttino the Piston om a dead point. 

Assuming the crank to be placed at degree, carefully measure the 
distance of the valve from its central position by scribing the valve 
spindle with the trammel used to find the travel, and then measure this 
distance from a centre dot placed midway between the dots marking the 
limits of the valve travel. This quantity is the x of the above expression. 
The angular difference can now be calculated from 

cosd = T - , 

^ r 

the — sign being used if there is angular advance, and the + sign if 
there is angular lag. 

Thus in a particular case where there was angular advance, x 
measured 096 inch when the crank was placed in its zero position. 
The travel measured 3 inches, so that the eccentricity was 15 inches. 
Hence 

From the tables this is found to be the cosine of 50 degrees, but 
since the sign is minus it is 180 — 50 « 130 degrees. The angular lag 
would have been 50 degrees if the valve had taken steam on the inside. 

To measure the length of the connecting rod, place the engine suc- 
cessively on the two dead points and measure the distance from the 
centre of the crosshead pin to the centre of the crank shaft in each 



lyGoogle 



66 Valves and VeUve Gear Meckanigms [ch. 

position. Half the eum of these two distances ia the length of the 
connecting rod. The length of the stroke can be easily measured at 
the slide bars. 

3. The laps are to be measured from a drawing showing a section 
of the valve in its mid-position over the ports. To make this drawing: — 

(1) Place the engine on its respective dead points by the method 
just explained and measure tbe respective port openings, that is the 
" leads." Measure also te, and x,, the respective displacements of the 
valve corresponding to 5 = degree and 180 degrees, in the way just 
explained. 

(2) Take the valve out and measure the ports. This is conveniently 
done by taking a rubbing of them on a sheet of paper. 

(3) Draw a sectional view of the ports and draw the edge of the 
slide valve in the position where it shows the " lead " when the crank is 
say at 0°. Measure the distance ^t^ trom this edge, obtaining thereby 
the positions of the edge when the valve is in its central position, and 
working from this edge draw as much of the valve in as is necessary 
for the purpose in view. 

(4) Repeat for the 180° dead point as a check. 

(5) From this drawing all the laps can be measured. 

48. Drawing the valve diagram. Let the data be the following : 

Ratio of crank to length of connecting rod, 1 to 5'5 ; 

Eccentricity of sheave, 15 inches ; 

Angular advance, 130 degrees ; 

Steam lap, 0'8 inch for both cycles ; 

Exhaust lap, 0'28 inch for both cycles. 
Assume that the eccentric rod is long enough for the effect of its 
obliquity to be neglected, 

1. Draw the piston displacement curve by the method of Arts. 34 
or 35, preferably on a sheet of squared paper selected so that ten of the 
main divisions are somewhat greater in length than the travel of the 
valve, that is 3 inches. For this particular example a sheet divided 
into square centimetres will be found convenient. 

2. Draw the valve displacement curve by the method of Art. 44, 
or plot it from the equation 

a;=l-5co8(^+130), 
being careful to set out x to the right or left of the centre line TT 
according to the sign of the cosine. 
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Fig. 38. Rectanoular Valvb Diaoram. 
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3. Considering the inrtroke cycle begimuag at degree, draw 
the line LL at 08 inch to the left of TT cutting the valve displace- 
ment curve at a and c. Transfer these points horizontally to the piston 
cirrve and vertically to the percentage scale for the inttroke cycle, 
obtaining 

Admission, 99^ per cent, of the return stroke. 
Cut off, 61 per cent, of the stroke. 
Again, draw the vertical £E at 0'28 inch to the right of TT, cutting 
the valve displacement curve in the points r and k. Project these 
points horizontally to the piston curve and then vertically to the per- 
centage scale for the Inatroke cycle, obtaining 
Release, 92^ per cent, of stroke. 
Compression, 84^ per cent, of the return stroke. 
The lead measures 017 inch. 

The maximum port opening for steam is 1'5 - 08 = 07 inch, and 
occurs when the piston is at 16 per cent, of its stroke. 

The maximum port opening for eshaust is 1'5 — 028 = 122 inches 
and occurs when the piston ie at 21 per cent, of its return stroke. 

4. Consider now the outitroke cycle beginning at 180 degrees. 
Draw the line (dotted) L,Li at 08 inch to the right of TT, cutting 
the valve displacement curve in the points a, and c,. Project these 
points horizontally to the piston curve and then vertically downwards 
to the percentage scale for the outitroke cycle, obtaining 

Admission, 99^ per cent, of return stroke. 

Cut off, 69J per cent, of stroke. 
Again, draw the vertical E,Ei at 028 inch to the left of TT, cutting 
the valve displacement curve in the points r, and k,. Project these 
points horizontally to the piston curve and then vertically downwards 
to the outatroke cycle percentage scale, obtaining 

Release, 94J per cent, of the stroke. 

Compression, 79 per cent, of the return stroke. 
The lead measures 0*17 inch, as before. 

The maximum port opening for steam ia 0'7 inch, as before, and 
occurs when the piston is at 21 per cent, of its stroke. The maximum 
port opening for exhaust is 122 inches, as before, and occurs when the 
piston is at 16 per cent, of its return stroke. 

Finally, any position of the piston being assigned for either cycle, if 
the corresponding point be found on the appropriate percentage scale, 
and projected vertically on to the piston curve, and if through this 
second point a horizontal be drawn, as XX in Fig. 36, all the circum- 
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stances of distribution for both cycles can at once be obtained by 
considering the intercepts of the valve displacement curve along this 
line. The several events of cut off, release, compression and admission 
are indicated on the percentage scales by the capital letters 

C, R, K, A, 
a subscript dash being used to distinguish the events belonging to the 
outstroke cycles. 

4S. Velocity of the valve. The rate at which the valve is 
moving can be readily found from the displacement curve. At a point 
on the curve which is at a maximum distance from the axis TT, the 
valve is instantaneously at rest ; it is in 6ict at a dead point. The 
more horizontal the curve becomes the greater the velocity. 

An exact measure of the velocity can be found by measuring the 
slope of the curve and then multiplying this by a suitable factor, the 
&ctor depending upon the scales used in the valve diagram and the 
speed of rotation of the crank. Suppose, for instance, that the velocity 
of the valve at the point q on the curve is required, Fig. 38, corre- 
sponding to a crank angle of 75 degrees. 

Draw a tangent to the curve at q and produce it to cut the vertical 
axis in x,. Then the slope at the point q is measured by the ratio 

Measuring these distances off, it will be found that qx^ is 135 inches, 
and XjXt, 2 inches. The slope is therefore 

i|^.0-6J6. 

The multiplying factor to bring this to feet per second may be 
calculated in the following way : — 

1 inch horizontally on the diagram represents p feet, say. 

1 inch vertically on the diagram represents 6 degrees. 

The time taken by the crank to turn through degrees, if the crank 
makes n revolutions, that is 3€0n degrees, per second, is 

Therefore one inch vertically on the diagram represents 



The distance 5X1 represents qxi'xp feet And the distance x,Xf 
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represents ir, a^ x seconds. The actual velocity represented by the 

ratio is therefore 

-*— X (*- — ^ ) feet per second. 

The quantity in brackets, which is the multiplying factor, therefore 
depends only on the scales chosen for the diagram and the speed of the 



In the present example 

p = 1^ feet, since the movement of the valve is shown fiill size. 
^ - 61 degrees. 
Therefore the numerical value of the multiplying factor is 0-492n. 

The speed of the valve at g, that is when the crank is passing through 
the angle 75 degrees, is the slope, 0'675 multiplied by the fector 0'492n, 
and that is 0'33n. 

If the engine crank is making 4 revolutions per second the actual 
instantaneous velocity is therefore 1'32 feet per second. 

From this it will be seen that if the slopes of the displacement 
curve be tabulated against a series of corresponding crank angles, they 
will represent the varying velocities of the valve, and these slopes can 
be converted into actual instantaneous velocities by multiplying with 
the common factor whose complete numerical value is known when the 
speed of the engine is stated. 

When the obliquity of the eccentric rod is neglected it is usually 
more convenient to calculate the velocity from the expression 

i» = — r sin (C + ^) 2ir«, 
which is found by differentiating the equation for the displacement w, 
with regard to the time. Working the above example in this way, 

r = I feet and ^ = 130 degrees. 
Therefore « =- - J sin (75 + 130) 2ito 

= 0'332n feet per second. 
This method is more accurate than the graphical way because the 
drawing of a tangent to a displacement curve cannot be done with 
great accuracy, though the accuracy is as a rule sufficient for all 
practical purposes. The graphical method has the advantage, however, 
that it is perfectly general and can be applied to find the velocity 
at points on any displacement curve, for instance, on the displacement 
curve shown in Fig. 52, which is distorted by the introduction of a 
rocker to make it pass through the two points required to give equal 
cut offs. It may also be applied to all the reversing motion displace- 
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ment curves given below. Before the analytical method can be applied 
tbe equation of the displacement curve must be known, and this cannot 
be found exactly for tbe cases just quoted, though, if the form of the 
cuive is given, a Fourier Series may quickly be found to represent it 
This matter is discussed below in Chapter X. 

There are other geometrical constructions for finding the velocity of 
tbe valve in connection with the forms of valve diagram given in the 
next few articles, but they are based on the assumption that the valve 
is moving with simple harmonic motion and therefore give the same 
results as the above expression. Moreover when the solution is found 
it must be interpreted in connection with the scale of tbe drawing, so 
that altogether the work is no more expeditious than with the general 
method. 

Many further illustrations of tbe analytical way of calculating v will 
be found in the sequel. 

It may be mentioned that v will sometimes come out positive and 
sometimes negative, according to the value of 6. The positive sign 
denotes that the valve is moving irom left to right, and the negative 
from right to left. 

SO. On the variation of the elements of the gear and the 
effbct on the distribution of ateam. This may be easily studied 
if the valve displacement curve is drawn on a piece of tracing paper, 
calling the angle zero when the displacement is a maximum in the 
positive direction, or in other words plotting tbe curve ar = rco8a to 
represent the motion of the valve. 

Mark on the axis of the curve the angle <p, corresponding to the 
angular advance between the sheave and the main crank. 

Set out the piston curve with its attendant percentage scales on a 
separate sheet of drawing paper. Then place the tracing of the valve 
curve over this drawing so that tbe vertical axis T^T^ on the tracing 
coincides with the vertical axis TT on the drawing of the piston curve. 
Keeping these lines in coincidence, move tbe tracing upwards until the 
angle ^ is brought into coincidence with the angle zero on the axis of 
the piston curve. If there is angular lag, tbe angle X must be set out 
in tbe negative direction on the tracing, that is upwards, starting fit) m 
zero, and then the tracing must be moved downwards over tbe drawing 
to bring the angle X on the tracing into coincidence with the zero of 
the piston axis. Having adjusted tbe tracing to this position pin it 
down and complete the diagram by adding the steam and exhaust lap 
lines to the tracing, obtaining thereby the diagram of Fig. 38, only with 
this difference, that the piston curve with its attendant percentage 
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scales is on a drawing beneath the tracing on which the valve displace- 
ment curve is drawn with its attendant steam and exhaust lap lines. 

The effect on the distribution of changing the angular advance can 
be studied by moving the tracing up or down into new positions, this of 
course being equivalent to changing the angular advance. It will soon 
be discovered that although an increase of the angular advance, or 
a decrease in the angular lag, will give an earlier cut off point, yet 
every vertical movement of the tracing must be accompanied by an 
appropriate change in the steam lap if the lead is to be maintained at 
a constant amount. Also an increase of the angular advance will 
generally have to be accompanied by some change in the exhaust lap, 
otherwise the release will take place too soon and the compression may 
be excessive. 

If, instead of changing the angular advance, the displacement curve 
be changed by varying r, the eccentricity (this involves sketching two 
or three cosine curves on the tracing on the same axis for different 
values of r), it will he found that a decrease in r determines an earlier 
cut off, but here again the lap must be altered if the lead is to be kept 
constant. Similarly the exhaust lap must be changed if the release 
and compression are to be kept at the same points. 

In general the effect of changing the angular advance is much 
the same as the effect of changing the eccentricity. Neither change 
can be made without an appropriate change in the steam and exhaust 
laps, and both changes interfere with the maximum openings of the 
valve for steam and exhaust. 

The student is recommended to reproduce the valve diagram of 
Fig. 38 in the manner here explained, that is with the valve displace- 
ment curve set out on a tracing, and to study the effect of the distri- 
bution of steam caused by changing 

1. The steam lap ; 

2. The exhaust lap ; 

3. The angular advance, both an increase and decrease ; 

4. The eccentricity, both an increase and decrease. 

In each case, study the effect of the change with all the other quantities 
constant. Then the effect of varying two together may be tried. An 
hour spent in this way will teach the student more about the properties 
of the kind of valve gear under consideration than ever be can hope to 
learn by reading about it. 

In every case look carefully to the lead and assume that it must be 
kept constant. 
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There are many other ways of studying the question, but none 
which will give a clearer insight into what is taking place. 

Four other valve diagrams will be expUined in the next few 
articlea The differences in form all turn upon the different ways of 
setting out or obtaining the valve displacement. 




Fig. 38. Oval Diaorah. 

51. The oval diagram. A way of drawing a valve diagram, 
much used by locomotive engineers, is to plot the valve displacement on 
a stroke base. This is illustrated in Fig. 39. The vertical TT now 
represents the stroke, and the chain dotted horizontal lines pass through 
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the pistiOD position corresponding to 24 ecjuiangular positions of the 
crank. Any lenglji may be chosen for TT, and then piston positions 
for a series of crank positions may be found by either of the methods 
explained in Arts. 34 or 35. The corresponding valve displacements 
are measured from Fig. 38 and are plotted at right angles to the stroke, 
giving the points 1, 2, etc. to 24. Joining these, there results an oval 
curve which tends to become an ellipse as the ratio of the connecting 
rod to the crank is increased, imtil in the limit when both the con- 
necting rod and the eccentric rod are infinitely -long the curve is an 
ellipse. This oval is the valve displacement curve on a piston base. 
To turn it into a valve diagram, draw ii, ££ — L,L,, £,£i representing 
the respective steam and exhaust laps, exactly as in Fig. 38, cutting the 
oval in the points 

a, c, /;,, r, a,, c„ k, r, 
taken in order. The undashed letters refer to the Initroke cycle, the 
dashed to the outstroke cycle. Projecting these points horizontally to 
the percentage scale drawn about the vertical axis TT, the piston 
position is obtained for the different events in the two cycles. As will 
be readily seen the opening for steam and exhaust can be measured off 
the diagram for any assigned piston position. The lead, being the 
opening when the piston is on a dead point, can be measured off for 
each cycle at the ends pf the stroke. 

The diagram is drawn for the data of Art. 48. This form of 
valve diagram is a convenient one when the valve displacement is 
obtained from a model of the kind where the simultaneous values 
of the piston position and the valve displacement can be read off. 

52. The Zenner diagram. This celebrated and much used 
diagram is the polar form of the rectangular diagram. If the valve 
displacement, x, is plotted radially Irom the centre along the arm of the 
main crank for a succession of angular positions, as shown in Fig. 40, 
and a curve be drawn through these points, the valve displacement 
curve takes the form of a figure 8. 

The convenience of this form of displacement curve lies in the &ct that 
if the length of the eccentric rod is a large multiple of the eccentricity, 
the curve does not differ sensibly from two circles, touching at the centre 
0. Moreover the line ji£ passing through 0, the point of contact, at right 
angles to the common tangent at 0, ia inclined to the horizontal repre- 
senting the line of stroke at an angle of (180 — <^) degrees, measured in 
advance of the crank, so that knowing tf>, the line AB, and consequently 
the displacement circles, can easily be set out. Of course the line AB 
may equally well be set out by measuring ^ in a direction opposite to 
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the motioa of the crank, from the 180 degree position of the crank; or if 

^ = (90+5) 
by setting out the angle B to the righi of the vertical through 0. 

The rule for drawing the polar displacement circles may be stated 
thue: — 

1. Set out the line AB &t a.u angle (180 — 0) with the zero crank ' 
position, in the direction of rotation of the crank. 

2. Set out OA, OB reepectively equal to the eccentricity r, and on 
OA and OB as diameters draw circles touchii^ at 0. 

AB represents the travel of the valve since it is twice the eccentricity. 




Pig. 40. Polar Valve Displacbhrnt Cdhvb, 

These two circles together form the polar valve displacement curve 
and have the property, that if the crank be placed in any position as 2. 
the intercept between the centre and the curve, as x, is the corre- 
sponding displacement of the valve from its central position. 

Thifi may be proved as follows : — 

When the effect of the obliquity of the eccentric rod is neglected, 
the displacement of the valve is given by 

x^r cos {0 ■+ 0) 
for the usual case of outside steam admission. 
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Produce the direction of the crank arm through the centre 0, when 
it will be seen that the angle (^+ 0) is equal to the angle AOC. The 

cosine of this angle is — , since the angle in the semicircle is always a 

right angle, so that x = rcm{6 + ^). This is true for all positions of 
the crank, the upper circle cutting off x for all positions of the crank 
above the common tangent at 0, the lower circle serving to cut off x for 
all positions below the common tangent. 

The position of the crank for the various events can be found by 
fixing the points on the circles where x is equal to the respective steam 
and exhaust laps. This is most conveniently done by drawing arcs from 
the centre 0, with radii equal to the steam and exhaust laps respectively, 
Fig. 41, cutting the circles in the points 

o, c, k , r, a , c , k,.r.. 




Fig. 41. Zbunkr Valvb Duaiuii. 



The several radii drawn from through these points fix the angular 
positions of the crank corresponding to the eight events of the two 
cycles. Consider, for instance, the position of the crank Oc; the 
displacement x is given by Oc. But this is equal to the steam lap, 
and the dispUcement is decreasing, therefore cut off is just taking 
place. Hence Oc is the crank position for "cut off." 
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The port opemDg for Bteam od the iDBtroke cycle is the intercept on 
the crank arm hetween the displacement curve and the arc ac. The 
port opening for exhaast is the intercept on the crank arm between the 
displacement circle and the arc rk. The outstroke cycle can be similarly 
treated. The leads for the two cycles are the respective intercepts when 
the crank is in the degree and the 180 degree positions. 

The corresponding piston positions are projected from the crank pin 
positions, by the curved arcs shown in dotted lines, on to the diameter 
of the crank pin circle which is taken to represent the stroke. 

The ease with which this diagram can be constructed has led to its 
extensive use. It must not be overlooked that the displacement curves 
are only circles when the obliquity of the eccentric rod is neglected. If 
this is great and requires to be taken into account, the curves then take 
as long to draw as in the rectangular forni of the diagram, since they 
must be set out by actually finding values of x corresponding to a 
series of crank angles, and then plotting these several values along the 
crank arm in its various angular positions instead of plotting them on 
a crank base. 

Fig. 41 is drawn with the data of Art. 48. 

S3. The Keuleauz diagram. In the explanation of this and the 
following diagram it is more convenient to use the sine form for the 
valve displacement. Thus, since = 90 + 8, 

a: = r cos (5 + 8 + 90) = - r sin (^ + S). 

The peculiarity of the Beuleauz diagram, Fig. 42, is that the angle 
8 is set out below the zero position of the crank, so that when the crank 
is in any position OQ, the angle QOD is equal to (0 + S). The perpen- 
dicalar QS, from Q on to OD, the radius of the circle OQ being equal to 
r the eccentricity, is therefore equal to 

rsin(^+S). 

The positions of the crank can be found for the various events of the 
stroke by finding those positions at which the perpendicular Is equal to 
the respective laps. This is most conveniently done by drawing Q^Q, 
parallel to OD at a distance from it equal to the steam lap, and Q^Qt at 
a distance on the other side equal to the exhaust lap. These lines cut 
the circle in the points Q,, Qi, Q„ Q^, and these points fix the crank 
positions for the corresponding events, admission, cut off, release and 
compression. The positions for the instroke cycle only are shown. If 
the circle be taken to represent the path of the crank pin to scale, 
Qi< Qii Qi> Qt> represent the positions of the crank pin. Considering 
the crank position Q., for instance, QtP»=sran(0 + S), is equal to the 

5—2 
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displacement for that crank position, but this distance is equal to the 
steam lap, and the displacement is decreasing ; therefore cut off is just 
taking place. 

The opening for steam or exhaust for an aasigned crank pin position 
is equal to the length of the perpendicular from the crank pin on to 
OD minus the appropriate lap. Hence the lead is found at once hy 
dropping a perpendicular on to OD from the zero position of the crank 
pin and measuring the distance between the line QjQ, and the crank pin. 




Fig. 43. Reoi^auz Diagrah. 



The corresponding positions of the piston with reference to the 
centre of the stroke are exhibited by the horizontal distances, Q,^,, Q,g,, 
Qt9»> Q<?4i between the crank pin positions and the arc drawn through 
the centre with radius equal to the length of the connecting rod. 
See Art. 37. Or, of course, they may be projected on to the diameter of 
the circle, by arcs, as in the previous case. 

The diagram is drawn for the data of Art. 48. 

64. The BUgram diagram. This is a diagram of the same type 
as the previous one, only here the angle S, Fig. 4>3, is set up from the 
180 degree position of the crank in a direction opposite to the direction 
of rotation of the crank. A circle is drawn from 0, with radius equal 
to the eccentricity, thereby fixing a point Q. Suppose the crank to be 
placed in any position defined by the angle 0. Produce the crank 
through 0, and it will be seen that the angle this direction makes with 
the line OQ is equal to (0 + S). Hence, a perpendicular QS fixim the 
tiied point Q on to the crank is equal to r sin (0 + B), and it therefore 
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represents the valve displacemeot. Id the crank position 0^ the crank 
is at right aisles to QO; QO is therefore the valve displacement. 
Between the angles d, and 0, + 180 degrees, the foot of the perpen- 
dicular &lls on the crank arm itself, as shown for the angle 0j. 

If circles be drawn Irom the centre Q with radii respectively equal 
to the steam and exhaust laps, the crank positions for the four events 
of the instroke cycle are fixed by the four tangents which can be drawn 
to these circles from the point 0. Consider the event of " cut off," for 
instance. The valve displacement is given by Qs^ and this is clearly 
equal to the steam lap, therefore the crank is in the position correspond- 
ing to cut off by the valve. 




Fig. 43. BlLORAH DlAORAK. 

In the position d, , Qsi is the displacement of the valve, and Qp^ is the 
steam lap; therefore the difference piSi is the opening for steam. When 
the crank is at zero, Qs is the displacement, and Qp is the steam lap ; 
therefore ps is the lead. 

No difficulty will be found in following the crank positions from the 
figure which is drawn for the instroke cycle with the data of Art. 48. 

The piston positions A, C, R and K, are projected from the crank 
pin positions 1, 2, 3 and 4, by the arcs shown. 
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Design of the Gear to fulfil Given Conditions. 

56. Determination of the dliplacement curve to paM 
through two given polnti. A study of the valve diagram. Fig. 36, 
will show that, for a given gear, the valve displacement curve can be 
drawn when the two constant quantities r and <fi are known. 

It is a mathematical principle that a curve involving two constants 
for its specification may be made to pass through two given points. In 
this case the constants r and are connected by the relation 

x = rco»(e + <f,) (1), 

from which x, the variable displacement, can be calculated when the 
value of the other variable 6 is assigned. Hence, following the principle 
stated above, the displacement curve may be made to pass through any 
two points P and Q, Fig. 44, taken within the limits S = and 360 
degrees, by suitably fixing the values of r and tft. 

Each of the two points P and Q requires two quantities to specify it, 
namely, the angle and the displacement x : so that, in general, valve 
gear problems in which the motion of the valve is not sensibly affected 
by the obliquity of the eccentric rod involve, primarily, the considera- 
tion of six quantities, of which four must be given and the remaining 
two are to be found. 

Let two points P and Q be given, P being specified by the angle 8i 
and the displacement Xi, Q being specified by the angle 0t and the 
displacement Xf The angles are measured as abscissae fix)m the 
point 0. The most convenient way to find r and is to substitute the 
given values of x. anddinequation(l),getting thereby two simultaneous 
equations in r and 0. The solution of these equations will give the 
values of r and <f) required. A geometrical solution may however be 
given here. Consider Fig. 44, which, assuming the solution, shows the 
eccentric radius in the positions DA and DB, corresponding with the 
crank angles 0i and 0^. The key to the solution lies in the ciroum- 
stances that, if AB is joined, ABD is an isosceles triangle whose vertical 
angle is (d, - 0,) and that the base AB ia divided in (7, so that 

AC : GB = x, : «,, 
and that the initial line DVo &om which the crank angles are measured 
is at right angles to DC. The geometrical problem is therefore to draw 
this isosceles triangle having given the vertical angle and the ratio of 
the segments of the base. The construction is as follows : — 

Draw, Fig. 45, any isosceles triangle ABD, having a vertical. 
angle 0t — 0i. If 0i — 0i is greater than 180 degrees make the 
angle 360- (^.-5,)- 
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Divide the base at (7 in the ratio of the given displacements JCi 
and Xf If x„ Xj are of unlike sigo, divide AB interiorly: if of 
like sign, divide AB exteriorly. 

Join DC, and from the apex D draw a line DV, at right angles 
ioDC. 

Then DA is the eccentric radius to the scale on which CA 
represents the displacement x,. 

From DVt set out the angle ^,. Then ViDA is the angular 
advance 0. 
If P and Q are plotted on a polar digram, as in Fig. 40, the problem 
resolves itself into the drawing of a circle through three given points, 
namely the points P and Q and the centre 0. 

56. The determination of the displacement curve to pau 

through one given point. If either r or ^ is given, the displacement 

curve can only be made to pass through one point. The construction 

is then, assuming r to be given i — 

' Draw a circle with the given 

radius, Fig. 46. 

Let $u (Ci define the given 
point P. 

Draw a line through P, parallel 
to TT, to cut the circle in points 
p, and pj. The two points of 
intersection show that two solu- 
tions are possible. Which of 
the two is that required is to be 
determined fivm the conditions of 
the problem. Let pi be taken 
in this case. Join pi to 0. From ' 
OV set out 0, the given uigle. 
Then ^ is the required angular 
advance. 

If is given and r is to be 

found, set out the angle &, + <)> 

from the initial line OV. Set out 

jH_ ^0^ OP equal to the given value of 

Xj, and then a perpendicular to 

OV, through P, will intersect the line Op, in p,, fixing thereby 

the radius Opi- 
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S7. QuanUUei which detemilne pointt on the dliplacement 
curve. In valve gear problems, the giving of the angle of the crank 
at which a definite event of the distribution takes place fixes one of the 
quantities necesaaiy to define a point through which the displacement 
curve must pass : the nature of the event determines the displacement 
corresponding to this angle. Thus if 

0c is the crank angle at cut off, the displacement is equal to the steam 

lap. 
0r is the crank angle at release, the displacement is equal to the 

eshaust lap. 
$a is the crank angle at admission, the displacement is equal to the 

steam lap. 
0k is the crank angle at compression, the displacement is equal to 

the exhaust lap. 
dg is the crank angle at a dead point, which is either or ISO degrees, 

the displacement is equal to the lap plus the lead. 

Hence if any two of the above pairs of values be given, the construction 
of Art. 55 may be applied to find the constants of the displacement 
curve which will pass through the points defined by the given data. 

If the data given are equivalent to the fixing of three points on the 
displacement curve, the problem is impossible with the form of displace- 
ment curve under discussion. If one point only is specified, the solution 
is indefinite in the sense that the number of solutions is infinite. 
In this case one of the constants may be chosen, either r or ip, and the 
problem then becomes the definite one of Art. 56. 

68. Setlgii probleme. Since six quantities are primarily 
concerned with valve problems, it will be obvious that a large 
number of exercises may be manufactured in which four of the six 
are given and the remaining two have to be found. In many cases 
the value of the displacement corresponding to given angles has to be 
found from known relations existing between the displacements them- 
selves. The problems presented in practice, in connection with the 
design of a valve gear, are however restricted to a few, and in 
solving them geometrically it is well to keep in mind the relations 
existing between the various constants of the gear and illustrated in 
Fig. 47. Thus, if OV represents the crank at a dead point, and Oq 
the eccentric radius, the projection of the radius, namely 0^,, is equal 
to the valve displacement from its central position, and this is equal 
to the steam lap plus the lead. Further if Oa represents the position 
of the eccentric radius at admission, the projection, OL, represents the 
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diaplacement of the valve at admission, which is of coarse the steam 
lap ; moreover, if the projector be produced to cut the circle at c, Oc is 
the position of the eccentric radius at cut off. Similarly Ok, Or are the 
respective positions of the eccentric radius at compression and release, 




Pig. 47. 



OE being the exhaust lap. The lines oc and kr are parallel, and both 
are bisected at right angles by the line, VO produced, which marks 
the zero position of the crank. Two problems are of particular 
interest, one of which may be stated as follows : — 

Problem 1. Giveu the crank angle at cut off &e, the lead, 

and the eccentric radius; find the steam lap and the angular 

advance. 




The solution of this depends upon the facts that the angle turned 
through by the eccentric radius from the position corresponding to the 
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zero position of the crank up to cut off is equal to $c ', that the 
position of the crank at zero, produced, bisects the angle between the 
eccentric radius at admission and at cut off; and that the projectioD 
of the eccentric radius on the zero position of the crank, produced, is 
equal to the steam lap. Hence the following construction. Fig. 48 : — 
Draw a circle with the given radius r, and set out two radii 
Oq, 00, to contain the angle d^. With radius equal to the lead, 
draw a circle 6mva q as centre ; and from draw a tangent to it, 
cutting the eccentric circle in a. Bisect aC in L and draw LOV. 
OV is the zero position of the crank ; VOq is the angular advance ; 
and OL is the steam lap. 
From these, and the given data, the valve displacement curve may- 
be set out and the various events of the stroke determined. The 
displacement curve being now fixed, the exhaust lap may be arranged 
to determine either release or compression at a stated per cent, of 
the stroke. 

The second problem is in particular called the design problem. 

Problem 2. Given the crank angle at cut off 0c, the lead, and 
the maximum opening of the port for steam ; find the eccentric 
radius, the angular advance and the steam lap. 

It will be noticed that the data specify no point on the curve in 
particular. Two angles, namely 0o and 0c , are known, and the displace- 
ments corresponding to them have to be found from known relations 
existing between the displacements at cut off, maximum opening, and at 
the dead point. The geometrical problem here is : given three parallel 
lines of indefinite length, as QP, qq,, aC, Fig. 49, to draw a circle 
touching one, of such a radius that the extremities of a chord in it, 
subtending an angle 0^ at the centre, rest respectively on the remaining 
two of the three parallels. 

Construction, Fig. 49 : — 

Draw a circle of any radius, and set out two radii Oq, 00, 
to contain the angle 6c. Produce the chord Oq to Q, taking Q so 
that if Cq represents the lead, qQ represents the maximum opening. 
In the figure the maximum opening is taken equal to twice the 
lead only, in order to bring the point Q within the limits of the 
page. Ordinarily it would be from 8 to 10 times the lead. From 
Q, draw QP tangent to the circle, and join P to the centre 
and produce it to V. OV is the zero position of the crank, and 
the angle VOq is the angular advance. 
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Through the points q and C respectively, draw lines parallel to 
PQ cutting OP in L and q,. Then OP represents the eccentricity, 
LP the maximum opening, and OL the steam lap, the scale being 
fixed by the given value of the maximum opening LP. 




rig. 49. 

Hence it Pt he drawn at any angle to PV, and Pa be set out equal to 
the given maximum opening, the parallels to q,r, namely Lt and Ot, 
cut ofi" a length ta giving the lap required, and the length Pt giving 
the eccentric radius required. The given lead is equal to r«. 

The disadvantage of this construction is that, when the maximum 
opening is a large multiple of the lead, the point Q falls at an 
inconveniently great distance firom q. 

The Bilgram diagram. Art. 54, may be used to solve this problem, 
and though not strictly a geometrical solution, it is a very good 
practical one. 
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The problem consists in the drawing of the Bilgram diagram, 
Fig. 43, having given the lead ps; the crank angle at cut oflf; and the 
I opening OM. The construction is as follows. Fig. 50: — 
Set out the position of the crank at cut off, OC; draw a circle 
with radius OM equal to the given maximum opening, and draw 
qq parallel to K, at a distance from it equal to the lead. Find by 




rig. 8o. 

trial the centre Q of a circle which will touch OG, qq, and the circle 
OM. Then QM is the steam lap. The angle QOF, = 8 = -90 
degrees, and OQ is equal to the eccentric radius. 
A way of solving this problem analytically is given in Art. 75. 

69. Adjiiitment of the IneqnalitlM of dlctiibntlon by moani 
of unequal lape on the elide valve. Comparing the results obtained 
for the two cycles in Art. 48, it will be seen that, owing to the shape 
of the piston displacement curve, the corresponding events of distri- 
bution take place at different percentages of the stroke in the two cycles. 
It will readily be seen, or can easily be tested, that if the piston curve 
were s true cosine curve corresponding to an infinitely long connecting 
rod, this inequality in the two cycles would not exist. In practice it is 
not possible to use connecting rods long enough in relation to their 
cranks to make the difference between the tnie piston displacement 
curve and a cosine curve negligible, so that this inequality must always 
be reckoned with. 

It will be apparent from the valve diagram, Fig. 38, that if the 
steam lap line LL be moved slightly to the right or left of its position, 
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the out off it determines can be varied a few per cent, of the stroke, 
but that this cannot he done without at the same time chaaging the 
percentage of admission, and, what is more important, the lead. 
Similarly a movement of the exhaust lap line EE will cause a change of 
the compression by a few per cent,, changing the release point, however, 
at the same time. By making the exhaust laps, therefore, unequal, 
it is possible to adjust the event of compression to equality in the 
two cycles. Also the events of cut ofiF in the two cycles may be brought 
towards equahty by making the steam laps unequal, but inasmuch as a 
difference of steam laps means a corresponding difference in the leads of 
the two cycles the difference between the steam laps cannot be made 
very great. 

Applying this method to the valve diagram. Fig. 38, for the adjust- 
ment of the compression of the outstroke cycle to equality with the 
compression of the instroke cycle, take the point m at 84} on the 
appropriate percentage scale ; project this vertically on to the piston 
curve at n, and project n horizontally on to the valve displacement 
curve obtaining the point p. The distance pq is the required exhaust 
lap, since it represents the displacement of the valve from its central 
position when compression is to take place.' This measures 01 inch. 
To find what change has taken place in the release in consequence of 
this adjustment, draw the vertical pt cutting the valve curve in t. 
Projecting t horizontally on to the piston curve and then vertically on 
to the appropriate percentage scale, it will be found that the release has 
been changed from 94J per cent, of the stroke to about 92^ per cent. 

Obviously the release points could have been adjusted to equaUty in 
the same way at the expense of the compression. 

It will be found fcom the diagram that if an attempt is made to 
bring the "cut offs" to equality at 61 per cent, in the same way, the 
lap must be changed to 1 inch approximately, obliterating all the lead 
of the outstroke cycle. All that can be done therefore is to make 
the difference in the cut offs less pronounced by introducing as much 
inequality in the steam laps as the leads will allow. 

60. On the adjustment of the tnequaUtiea of distribution by 
means of a rocking lerer. Pairs of corresponding events, namely 
" admission " and " cut off," or release and compression, and in a par- 
ticular case all the four eveuts, may be made to occur at equal fractions 
of the stroke in both cycles by the introduction of a rocking lever in the 
manner shown in Fig. 51. The effect of the rocking lever is to distort 
the valve displacement curve sightly so that its ordinates have the 
proper lengths to determine the events at equal fractions of the stroke 
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without introducing an inequality in the laps. The distortion of the 
curve is very little in the neighbourhood of the dead points of the 
stroke so that the leads of the two cycles are not sensibly different. 

The method of designing the rocking lever to effect the necessary 
distortion of the displacement curve is tentative. The gear is first 
to be designed in the usual way to give a stated distribution of steam 
in one cycle. Then the design of the rocking lever to adjust the 
events of the other cycle, say "admission" and "cut off," to the 
stated fractions of the stroke depends upon the iact that "admission " 
and "cut off" occur when the valve is at the same distance from its 
central position. Hence so iar as the position of the valve is concerned, 
without having regard to its direction of motion, the valve spindle cross- 
head is in exactly the same position relative to the fixed framework of 
the engine at the instants when either of these events occurs. (See 
Fig. 10.) But the eccentric sheave occupies different angular positions 
in the two cases. In the one case the rotation of the crank shaft tends 
to increase the displacement of the valve, in the other it tends to 
decrease it. The first step in the design is to plot the eccentric sheave 
centres p, and p,. Fig. 51, in the positions corresponding to admission 
and cut off for, say, the instroke cycle, and using these points as centres. 



Tig. SI. ROOKINO LSVER TO EQUALISE CUT OFF AND ADMISSION. 

fix the corresponding position P of the end of the eccentric rod by the 
intersection of two arcs, each drawn with a radius equal to the length 
of the eccentric rod. Do the same for the other cycle, fixing the position 
Q of the end of the eccentric rod. If a rocker is introduced, so situated 
and proportioned that, whilst the arm coupled to the eccentric rod stands 
midway between the positions P and Q, the arm coupled to the valve rod 
is at right angles to the line of stroke of the valve, the adjustment is 
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accomplished, providing that the travel of the valve, as determined by 
the ratio of the lengths of the arms of the rocker, ia consistent with 
the steam lap. That is to say, when the arm coupled to the valve rod 
is in either of the positions corresponding to P and Q, the valve must 
have a displacement to one or other side of its central position equal to 
the steam lap. 

To illustrate this, take the data of Art. 48 and equalise the admission 
and cut off for both cycles. The data determine the following distri- 
bution of steam for the instroke cycle : — 

Admission 99^ per cent, of the stroke. 

Cutoff 61 

Release 92^ 

Compression 84^ „ 
The problem is to design a rocking lever which will distort the 
valve displacement curve so that admission and cut off take place at 
99^ and 61 per cent, respectively in each cycle, keeping the steam laps 
for both cycles 08 inch. 

(1) Set out the crank in the four positions corresponding to 
the given data, as shown in Fig. 51, where the full lines refer to the 
positions for the instroke cycle, and the dotted lines to the out- 
stroke cycle. 

(2) Set out the corresponding positions of the eccentric sheave 
by measuring the angular advance, 130 degrees, in front of each 
crank position. The points j>, and p^ indicate the centres of the 
eccentric sheave for the respective events of admission and cut off, 
instroke cycle. Similarly the points q, and g, fix the eccentric 
sheave centres for admission and cut off for the outstroke cycle. 

(3) With centres pi and p, respectively and radius equal to 
the length of the eccentric rod, assumed for the purposes of this 
example to be 12 inches, although any radius may be taken 
according to circumstances, strike arcs intersecting in P. With 
centres q^. q^ respectively and with the same radius, strike arcs 
intersecting in Q. 

The end of the arm of the rocker coupled to the eccentric rod must 
now move in the arc of a circle passing through the points P and Q. 
Join PQ and draw the indefinite line 00 bisecting PQ at right angles. 
The centre of the rocking shaft may be taken anywhere in this line. 
In the example it is chosen at Z so that the arm coupled to the 
eccentric rod is Z% inches long. From Z draw a perpendicular to the 
line of motion of the valve, this perpendicular is the centre line of the 
arm coupled to the valve rod. 
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The travel of the valve depends now upon the ratio of the lengths of 
the two anns. In the figure the second arm ib taken such a length 
that when the arm coupled to the eccentric rod is in either position, 
P or Q, the horizontal distance between the end of the second arm and 
its mid position is equal to OS inch, the steam lap. 

This adjustment cannot be made without disturbing the events of 
release and compression in both cycles, but in general they are brought 
nearer to equality by the introduction of the rocker, 

The valve displacement curve after the introduction of the rocker is 
shown in Fig. 52. The dotted curve is the displacement curve without 
the rocker, that is, it is the curve of the diagram, Fig. 38, where it is 
assumed that the motion of the valve is simple harmonic. 

It will be noticed from the valve diagram that, although the distorted 
displacement curve brings the events of the stroke into better agreement, 
the maximum displacement of the valve on either side of the centre line 
is unequal, resulting in unequal maximum port openings. 

The advantage of this method of adjustment is that it may be made 
without sensibly interfering with the leads of the respective cycles. 

Release and compression may be equalised in a similar way. The 
point R, Fig. 51, shows the position of the end of the eccentric rod for 
release and compression at 92^ and 84^ per cent, of the stroke re- 
spectively for the instroke cycle. 8 is the position of the end of the 
eccentric rod for release and compression at the same respective fractions 
of the stroke for the outstroke cycle. If the rocker arm moves in an arc 
of a circle through the points R and S, the equalisation of release and 
compression is accomplished. 

A particular case arises when there is no exhaust lap, because in 
this circumstance the points R and S merge into one point, U say. 
There will therefore be only three points on the diagram, namely P, Q, 
and n, defining the path of the end of the rocker arm for equalisation of 
all the events. The centre of the circle through these points fixes the 
centre of the rocking shaft uniquely, although with some data the 
diameter of the circle is too small to enable a practicable rocker to be 
designed with its axis at this centre. 

This method was first used by Professor Sweet and incorporated in 
the design of the Straight Line Engine ', the first of which was designed 
as an experimental engine for Cornell University. 

61. The eSbct of a rockiiiK lever on the angular advance 
of the eccentric iheave and on the iteam admiiiion. Angle 

* Professor TbtirstOQ, StaUoT^ary Steam Engina, J. Wiley kod Bods, New Tork, 1884. 
8m klso an article in the American MaeMnitt tor Much 14, 1869 by F. A. Halsey. 
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between oentre line of main gear and valve gear. A rocking 
lever is sometimeB used merely to transfer the motion of the end of the 
eccentric rod to a valve rod moving in a parallel plane, or to alter the 
direction of motion of the end of the eccentric rod in the same plane, or 
for both purposes combined. If the arms of the rocker in the firet case 
are on the same side of the rocking shaft, as in Pig. 51, or if the angle 
between the arms is equal to the angle between the two directions of 
motion in the second case, no change is necessary in the general angular 
position of the eccentric sheave in relation to the crank. Of course in 
either case the angle between the arms of the rocker may be adjusted 
slightly for the purposes of the last Article. If the arras of the rocker 
are placed on opposite sides of the central shaft, the distribution of 
steam is that due to an imaginary eccentric keyed exactly opposite to 
the actual eccentria If the rocking lever in Fig. 51, for example, had 
been made with the arms oppositely placed, as indicated by the dotted 
end, the distribution would be that due to an imaginary eccentric sheave 
keyed 50 degrees behind the crank. But such an eccentric sheave can- 
not effect a proper distribution unless the steam is admitted on the 
inside of the valve, see Figs. 34 and 35, Hence this change in the 
arms involves a change from outside to inside steam admission. 

If outside steam admission is to be retained along with the use of a 
rocker with oppositely placed arms, the eccentric sheave must be keyed 
on the shaft in such a position that the imaginary eccentric sheave 
stands at the proper angular advance in front of the crank to determine 
the steam distribution with outside admission. Figs. 32 and 33 may 
be taken to represent the general angular positions of the imaginary 
eccentric sheaves which determine the distribution, and therefore the 
actual sheave must be keyed on at exactly 180 degrees from the positions 
given. If, for example, the rocker of Pig. 51 had had oppositely placed 
arms, the actual eccentric would have ah angular 1^ of 50 degrees. 

In general, if a rocker is introduced with arms on the same side of 
the centre, the general eccentric sheave position for a stated direction of 
revolution and steam admission is to be chosen from the Figs. 32 and 35. 
If a rocker is introduced with arms on opposite sides of the centre, the 
actual position of the eccentric sheave for a stated direction of revolution 
and stated steam admission will be exactly opposite the positions given 
in Figs. 32 to 35. 

Sometimes the centre line of the valve gear is placed at an angle 
with the centre line of the main gear for constructive convenience. In 
such cases, if there is no rocking shaft interposed between the eccentric 
rod and the valve, imagine the two centre lines brought into coincidence 
by a turning motion about their common intersection in the crank axle, 

6—3 
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and deal with the design of the gear or its examination by the methods 
given, remembering that the angular advance now used is the actual 
angle between the main crank and eccentric diraioiahed or increased by 
the angle between the centre lines, 

62. The design of the tteam porta and paasagos. The mini- 
mum area of the steam passages is usually adjusted so that the steam 
shall have a velocity of from 4O00 to 6000 feet per minute, though in 
special cases the greater of these figures is exceeded, and in other 
cases the smaller figure is not reached. 

Neglecting the steam shut in the cylinder at compression, the volume 
of steam which has to be pushed out of the cylinder by the piston after 
release is practically equal to the effective volume of the cylinder itself. 

Let A be the area of the cylinder in square inches, 

V the average piston speed in feet per minute, 

V the average velocity of the steam through a cross section of 

the steam passage whose area is a square inches. 

Then the cubic feet of steam pushed through the exhaust passage per 

VA 
second is -^ cubic feet : and neglecting the effect of changes of tem- 
perature and' changes in the diyness of the steam, this quantity must 
be equal to vajlii, hence 

VA^va (1). 

BO that a=-^ (2). 

The area of the steam passage is thus a fraction of the area of the 
cylinder, the value of which depends upon the piston speed. 

With a piston speed of 600 feet per minute, the area of the steam 
passage must be 1/10 of the cylinder area, if the steam is to have a mean 
velocity of 6000 ft, per minute ; and about 1/7 if the limiting velocity is 
4000 ft. per minute. 

With slide valves the area of the minimum cross section is commonly 
the area of the steam port at the entry to the cylinder. The passage 
itself ia usually somewhat greater in cross section than the minimum 
determined from equation (2). 

The width of the steam port is small in order to keep the travel as 
small as possible. The cylinder can be suitably designed if the length 
of the port is made about from 08 to 0'9 times the cylinder diameter. 
Calling the length of the port d, the width is ajd square inches. 
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The opeiUDg for steam is usually made about ^ the full width of the 
port, so that the ateam opening may be written 



Ad 



(3). 



With piston valves the minimum area of the steam passage does 
not usually occur at the port entry but in the passage. If the nett 
circumfereotial width of the piston valve be taken as the length of the 
port, d, it will generally be found greater than the cylinder diameter. 
Hence in calculating the velocity of the ateam in the case of piston . 
valves it must be remembered that the velocity through the passage is 
in general greater than through the ports of the liner 

The value obtained &om (3) is the maximum opening for steam. 
Fixing now the lead, the cut off, and the compression, the appropriate 
valve diagram yields the outside lap, the travel, and the inside lap. 
The two latter quantities are required for the design of the width of 
the exhaust port. 

The steam escaping through the steam passages from the cylinder is 
guided by the inside of the slide valve into the exhaust passage through 
the exhaust port. 

As the valve slides to and fro over the ports, the inner edge. A, 
regulating the release and compression, for say the instroke cycle, moves 
alternately towards and away from the more remote edge, B, of the 
exhaust port. When the edge A has moved as far as it can go towards 
the edge B, of the exhaust port, the area for the passage of the exhaust 
steam is a minimum. When designing the width of the exhaust port, 
care must be taken that this minimum width is not less than the width 
of the steam port. Usually it is made considerably larger. 

Let p be the width of the steam port. 

b the width of the bridge separating the steam port from the 

exhaust port, 
x the width of the exhaust port, 
I the inside lap of the valve, 
t the travel of the valve. 

Then when the slide valve is in its mid position, the edge A is distant 
{x + h~l) inches from B. The greatest movement that the edge A can 
make towards B is half the travel, f/2. Then the minimum exhaust area is 

(ar + 6-0-t/2=p9, 
where t^ is a number which should not be less than unity. \f q = \, the 
minimum width is equal to the width of the steam port. Solving for x 
we have 

a; = pq-\-t!2 + l-b (4). 
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No difficulty will be found in artBiiging these formulae for inside 
admission. 

63. ValT8 letting. The final adjustment of the valve gear to 
bring the centre of oscillation of the valve into its correct position 
relatively to the ports is technically known as valve setting. A reference 
to the valve diagram will make the object of the process clear. Suppose 
the valve displacement curve to be drawn on a separate sheet of tracing 
paper, whilst the piston displacement curve and the steam and exhaust 
lap lines are drawn on a sheet of drawing paper as described in Art. 50. 
Then the placing of the tracing of the vertical axis of the valve dis- 
placement curve into coincidence with the axis of the piston curve is 
equivalent to the setting of the valve so that its centre of oscillation 
is in the proper position with regard to the ports. If the tracing be 
moved a slight distance laterally, thus throwing the vertical axes out of 
coincidence, it will be found that the quantity most sensitive to the 
disturbances is the lead. Hence the method used in the workshop to 
set the valve is to adjust the length of the valve spindle, or valve rod, 
until the valve has stated leads for each cycle. 

To perform the adjustment, set the crank at a dead point position 
by the method of Art. 47, or by a method similar in principle ; then 
adjust the length of the valve spindle until the lead at the steam port, 
corresponding with the dead centre position of the crank, has a specified 
value. Now place the crank in the other dead point position and 
measure the lead of the valve at the corresponding port. It should be 
equal to the lead specified for that port. The adjustment is to be retried 
until the specified leads are obtained, although it should not be for- 
gotten that the valve spindle will lengthen slightly when working in the 
hot steam, thereby introducing a slight change in the leads, and this 
should be allowed for in the setting. If it is found after repeated 
trials that equal leads of the specified amounts cannot be obtained, 
it is probable that the eccentric sheave has not been placed on the 
crank shaft at the proper angular advance. This point should be 
studied by moving the tracing of the valve displacement curve, vertically, 
over the drawing beneath it, since a vertical movement always corre- 
sponds to a change in the angular advance. An adjustment of the 
eccentric sheave on the shaft will generally enable the valve to be «et 
with the specified leads. An error in the eccentricity of the sheave will 
also disturb the lead to an extent which can easily be studied &om the 
valve diagram. 

The lead may be observed, and directly measured, if the valve chest 
covers are off and the valve is designed for outside admission, or the 
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lead aiay be obtained &om the marking of the valve spindle as explained 
in Art. 19. 

Generally the leads are equal but in the case where the laps are 
adjusted bo secure equality of cut off, the leads are necessarily unequal, 
but each has a specified value. 

Another way of measuring or observing the lead is to draw out a 
section of the ports and the valve respectively on two pieces of board, 
and bolt the one to the cylinder cover or in fact to any part of the 
framework, and the other to the valve spindle, arranging them in such 
a way that the board representing the valve slides with its edge against 
the board representing the ports. If the boards are also fixed so that 
the distance from the centre of the actual exhaust port to the centre of 
the exhaust port of the drawing on the board is exactly equal to the 
distance from the centre of the slide valve to the centre of the drawing 
of the slide valve, the drawing on the board will always occupy the 
same relative position to the drawing of the ports that the actual valve 
occupies with reference to the actual ports. The valve may therefore be 
set by observations made on the boards. This method is equally ap- 
plicable to inside steam admission and outside steam admission. The 
events of the stroke may also he readily followed on the boards, and the 
percentage of the stroke at which the different events take place may be 
found by combining the observations taken from the boards with a per- 
centage scale marked off on the slide bars. 
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INDEPENDENT CQT OFF GEARS. 

64. The Mparate cut off Tolve. The examples already cod- 
sidered in connectioD with the simple eccentric gear have indicated that 
an early cut off is necessarily accompanied with early release and eariy 
compreaaion. With high piston speeds, such for example as those used 
in locomotives, eariy release and compression become an advantageous 
feature in the distribution. Locomotives running at high speed com- 
monly cut off as early as 20 per cent, of the stroke with release and 
compression occurring in the region of 50 per cent, of the stroke. Many 
examples of this will be found in the chapter on Reversing Motions. 
But with the low piston speeds usual in factory engines the case is 
altogether different. Here the pressure drops to the back pressure at 
release, whilst the piston moves through a very small fraction of its 
stroke, consequently so far as the nett work done on the piston is con- 
cerned the stroke is ended at release. If, for example, release takes 
place at 40 per cent, from the end of the stroke, the stroke is virtually 
shortened by that amount. This, combined with the necessarily accom- 
panying early compression, results in a very attenuated indicator card. 

To gain the advantages resulting from an early cut off and yet at 
the same time to avoid aoy prejudicial interference with the release and 
compression, a separate cut off valve is employed. 

{n the Qozenbach * design for this purpose, the steam chest is divided 
into two parte by means of a partition parallel to the face of the steam 
ports leading to the cylinder. There are thus two steam chests, an 
upper and a lower. The steam pipe opens into the upper steam chest. 
Steam ports are funned in the partition, their general disposition being 
parallel with the steam ports of the cylinder in the lower steam chest. 
A slide valve without any exhaust cavity is worked across the ports of 
the partition by an independent valve gear, thus admitting and cutting 
off steam to the lower steam chest. A slide valve of the ordinary type 
* See Zenner's TrtatUt on Vatvt Qeari. 
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works in the lower chest distributing steam to the cylinder in the ordinary 
way. It is designed so that steam is cut off late in the stroke, say 76 
per cent, and providing the lower chest were continuously filled with 
steam, the engine would always work with 75 per cent, cut off. 

The valve working across the ports in the partition may however be 
set to cut off the supply of steam to the lower chest at an earlier fraction 
of the stroke, in which case no steam can get through the steam port 
opened by the main slide valve to the cylinder after this cut off has 
taken place. In this way cut off is determined by the partition valve, 
whilst admission, release, and compression, are determined by the main 
slide valve. The cut off point cannot be very sharply defined with this 
arrangement, because there is a considerable amount of steam in the 
lower chest after steam has been cut off at the partition, and this of 
course finds its way into the cylinder through the main valve. The 
partition valve or " separate cut off valve," as it is called, is practically a 
stop valve worked by an independent valve gear. 

In the design patented by Paxman in 1885, the partition is not 
continnous through the steam chest, but forms a kind of fixed bridge 
through which steam ports are cut. The steam chest is therefore not 
divided into two separate parts, and to prevent steam getting through 
the main valve it is carried up so that its upper surlace slides in contact 
with the lower surface of the bridge, ends being added to the valve, 
thereby forming ports or passages in the main valve through which the 
steam, coming through the bridge ports, is led to the distributing 
edges of the main valve. This change reduces the clearance inseparable 
firom the Gozeubach design, and at the same time balances the main 
valve. The main valve is similar in general design to the valve 
illustrated in Fig. 53. 

In the majority of the designs, where a separate cut off valve works 
in combination with a main distributing valve, the partition is done 
away with altt^ether and the cut off valve slides on the top of the main 
valve itself, the design of the main valve being suitably modified for 
this purpose. The simplest design, so &r as the valves are concerned, is 
the case where the cut off valve is simply a plate moved to and fro over 
a main valve in which steam passages are formed. 

Let V, Fig. 53, be an ordinary slide valve arranged to give a 
suitable release, compression and admission with a cut off of say 75 per 
cent, of the stroke. Add to the ends of the valve the portions indicated. 
The steam edges of the main valve, namely s and 8, now become the 
inner and lower edges of the respective steam ways through the valve 
which are formed by the additions to the ends. 

If a plate T, be placed on the back of the main valve (shown 
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litled up a distance ah in Fig. 53) and if it be worked by a separate 
eccentric gear, a little consideration will make it clear that the combined 
motion of the main valve and the plate will result in cutting off the 
steam supply to the passagee through the main valve at some definite 
fraction of the stroke. By properly proportioning the size of the plate 
and the travels of the respective eccentrics and their angular advances, 
this cut off can be made to take place at any stated fraction of the 
stroke between zero and the cut off determined by the main valve, 
without any interference with the other events of the stroke. 



Fl^. 63. Sbfabatb Cut Off Valve. 

From what has already been done with regard to the simple eccentric 
gear it will be clear that if the cut off is to be susceptible of variation, 
the cut off valve must be ao arranged that either 

(1) its travel can be altered, 

(2) the angular advance of its eccentric may be varied, 

(3) its lap can be altered relatively to the ports in the main 

valve. 

In some designs the valve gear is arranged to alter the travel and 
the angular advance simultaneously. 

Fig. 53 shows the principle of the arrangement of a gear where the 
cut off valve is a plate and the cut off is varied by varying the travel. 

66. The Meyer gear. Constant Travel. Variable Lap. In this 
arrangement, the travel of the valve is kept constant and the lap of the 
cut off valve ie varied. That this may be done, the plate is divided into 
two parts connected by a left- and right-handed screw, the screw forming 
in fact the valve spindle. The valve spindle is connected to the eccentric 
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gear outside in ttuch h manner that it may be turned relatively to the 
valve rod operated by the eccentric rod. 

Fig, S4 ahows an actual arrangement. Y is the main valve, which is 
connected by its valve spindle i to a simple eccentric valve gear ; and 
V,, V, are the two separate parts of the cut off valve connected by the 
left- and right-handed screw K. This screw can be turned from outside 
by the hand wheel W, and it is connected to the valve rod of a simple 
eccentric gear by a joint which allows the necessary freedom of rotation. 
The wheel W is carried on a sleeve held in a fixed bearing, and the end 
of K, squared, passes through the sleeve. Thus K can be turned at the 
same time that it is free to move to and fro through the sleeve. The 
projecting head of the sleeve is screwed and it carries an index nut /, 
which serves to indicate how tar the blocks are separated. Associated 
with / is a scale which is usually graduated so that the cut off corre- 
sponding to any angular position of the sleeve may be read off. The 
cut off edges of the main valve are at s and S respectively, and the cut 
off edges of the cut off valve are at ( and T. The cut off valve is drawn 
Fig. 54, in its central position with regard to the main valve, and it 
will be noticed that the ports stand open on each side by the amount I. 
This quantity is the negative lap of the valve. If the wheel is turned 
so that the blocks are separated sufficiently to just close the ports on 
each side of it, it has no lap ; and if by a further separation it overlaps 
the ports, the amount of overlap is, as in the case of the simple slide 
valve, the positive lap. 

Cut off takes place when the expansion valve is at a distance 
from the centre of the main valve equal to the lap. This distance may 
be found in terms of the crank angle by plotting the displacement curve 
of the main valve and the displacement curve of the expansion valve on 
the same crank base. By adding the displacement curve of the piston 
cut off may be found in terms of the stroke. Since the expansion valve 
has no effect on the lead it may be made with unequal laps without 
interfering with the lead, so that cut off may he adjusted to take place 
at equal fractions of the two strokes without difficulty, for one stated 
cut off. 

The way to examine the distribution of steam effected by gears of 
this type will be understood by working the following problem. 

Example. _ The eccentric gears of an engine, fitted with the Meyer 
combination of main and cut off valves, have the following dimensions : 

Main gear. Eccentricity of sheave, 1'5 inches. 

Angular advance of sheave, 130 degrees. 
Steam lap, 0'8 inch. 
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Expansion gear, tkxjentricity of sheave, 1'6 inches. 

Angular advance, 180 degrees. ' 
Find the kp of the expansion valve so that cut off may take place 
at 20 per cent, of both strokes. 

The first step is to draw the valve diagram for the main valve in the 
way already explained in Art. 48. This is shown in Fig. 55, from which 
it will be seen that the distribution effected by the main valve is : — 
Inatroke Outstroke 

Lead 017" 017" 

Cut off 61 per cent. 69J per cent. 

Release 92^ per cent. 92} per cent. 

Compression 81^ per cent. 84^ per cent. 

It will be observed from the diagram that the compression has been 
equalised by using different exhaust laps. 

Nest, add to the diagram the displacement curve for the expansion 
valve, using the data above. The ordinates to this curve represent the 
displacement of the expansion valve from the centre of its travel. 

In order to solve the problem the distance of the expansion valve 
from the centre of the main valve must be known when the piston is 
at 20 per cent, of its stroke. 

Consider the instroke first. From 20 per cent, on the instroke scale 
at the top of the diagram draw a vertical line to cut the piston curve, 
and then a tine at right angles to cut the displacement curves in the 
points a and b, and the axis of the diagram in c. 

Then, when the piston is at 20 per cent, of the instroke, the main 
valve is the distance c& fi^im its central position, and the expansion 
valve the distance ca from its central position. The distance of the ex- 
pansion valve fix)m the centre of the main valve is therefore 
cb-ca = ai. 

This distance therefore represents the required lap of the expansion 
valve with respect to the ports of the main valve. But is it to be 
negative or positive lap? 

This matter is settled by observing whether the displacement of. the 
expansion valve irom the axis of the diagram is greater or less than the 
displacement of the Taain valve. 

When the displacement of the expansion valve is less than the cor- 
responding displacement of the main valve, the lap is negative ; when 
greater, positive. 

I'he distance ab on the diagram measures 0'6S inch, and, so ^ as 
the instroke is concerned, this must be the negative lap of the expansion 
valve. 
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Consider the outstroke. Projectiog, in a similar way to that just 
described, from the 20 on the outstroke scale, the intercept between the 
two valve displacement curves measures 052 inch. 

If therefore the length of the valve spindle is adjusted, and the 
blocks Bet the proper distance apart, so that the expansion valve has 
these respective negative laps, cut off will take place at exactly 20 per 
cent, of the stroke for both strokes, whilst the leads remain equal at 
017 inch, and release and compression retain the values stated above. 

The problem may now obviously be extended to find the laps for a 
series of stated values of the cut off between zero and the cut off of the 
main valve. The projecting lines from 10 to 60 per cent., inereasing by 
intervals of 10 per cent., are drawn in the figure for both the in- and the 
outstroke cycles, and the value of the intercepts between the two curves 
marked in. Thus, to cut off at 40 per cent, of the stroke for both 
strokes the negative lap for the instroke cycle must be I'OS inches, and 
for the outstroke cycle 0'95 inch. The difference between the laps for 
20 per cent, cut off is 016 inch. The difference for 40 per cent, is 
013 inch. 

The cut off valve can only be set to have one difference between 
the laps, because when once the difference is established by adjusting 
the valve spindle to the proper length, the turning of the wheel W 
changes the lap at each side by equal amounts. 

Thus, after the diagram has been drawn, the differences of the laps 
must be written down and then that particular difference chosen which 
gives the best general result. 

Taking the differences of the figures marked on the valve diagram, 

Par Mut Difference of Ups required to 



oat off 


eqnaUM the onl off 


10 per cent. 


013 inch. 


20 „ „ 


016 „ 


30 „ „ 


016 „ 


« „ „ 


013 „ 


50 


009 „ 


60 „ „ 


0-05 „ 



If the valve spindle la adjusted for a difference of 0'16 inch, cut 
off will be exactly equalised over the range from 20 to 30 per cent.; 
very nearly equalised over the whole range fix>m 10 to 40 per cent., and 
there will be small errors over the range from 40 to 60 per cent. 

Engines provided with this kind of gear can therefore be set to give 
almost perfect indicator cards over a large range of expansion, the cut 
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off being equalised by the enpaosion valve, and the compression and 
release by the main valve. 

At the point k on the valve di&gram, where the two displacement 
curves cut one another, the expansion valve is in its central position 
with regard to the main valve, and if the expansion valve has no lap, 
cut off will take place. For regions above this point it will be seen that 
the expansion valve is at a greater distance frotn the axis of the diagram 
than the main valve, and therefore if cut off is required to take place at 
the excessively early fractions of the stroke to which the horizontals 
crossing this region correspond, the expansion valve must have positive 
lap. The same remarks apply, of course, to the region included between 
the horizontals through k, and the point 12 on the vertical axis. 

When considering the general design of the gear it will be found 
convenient to draw the displacement curve for the expansion valve on 
tracing paper. It may then be pinned over the valve diagram for the 
main valve with any required angular advance, and the effect of varying 
this can be studied. 

Care must be taken when designing the valves to see that, when the 
blocks are separated to the greatest distance, the ports in the main valve 
are not opened by the inside edges of the blocks. The blocks should 
be wide enough to prevent their inner edges from ever approaching 
near enough to the inner edges of the ports to allow steam to leak 
through. 

The minimum overlap of the blocks on the inside can be determined 
with the aid of the diagram for a given gear in the following way. 
Adjust the cut off blocks to the maximum distance apart, and place 
them in their central position with regard to the main valve. Let the 
overlap on the inside in this position be denoted by u. Then when the 
valves are moving, this overlap is continually increasing and decreasing 
as the cut off blocks move about their central position with regard to 
the main valve. The greatest diminution of w is equal to the greatest 
displacement of the cut off valve from its central position with regard 
to the main valve, and this distance can be easily measured from the 
diagram. Call it z. Then the minimum overlap on the inside is u — a, 
and the maximum overlap isu + z. 

It will be found by measurement that the greatest horizontal dis- 
tance between the two displacement curves. Fig. 55, which is, of course, 
the greatest displacement of the cut off valve relatively to the main 
valve, is 1'26 inches at the two positions lettered x,, x^ and x,yX, on 
the diagram. Hence when u is measured, the minimum overlap is 
(u-1-26) inches. 

When designing the valves the overlap u, in the central position, has 
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to be found for a given minimum value. Thus suppose the minimum 
overlap is to be 0-75 inch. Then, 

3/4= u- 1-26, 
from which u = 2 inches, say. 

In this case the design of the valvea would be regulated by the con- 
dition that when the blocks were adjusted to their maximum distance 
apart, the inside overlap in the central position would be 2 inches. The 
minimum distance between them will depend upon the range of cut off 
required, since enough room must be left to bring them close enough to 
give the negative steam lap required for the latest cut off. 

The velocity of cut off is, in this case, the velocity of the cut off valve 
relatively to the main valve, at the instant the event occurs. This may 
be found from the diagram by finding the respective velocities of the 
main valve and expansion valve at cut off by the methods of Art. 49, and 
then subtracting the velocity of the main valve from the velocity of the 
expansion valve. 

An instructive way of working problems connected with the relative 
motion of the expansion and the main valves is to consider the main 
valve at rest and then find an imaginary eccentric sheave which, keyed to 
the main shaft and coupled to the expansion valve, would give it a move- 
ment over the main valve precisely the same as it has when both valves 
are moving in the engine. The way to do this is to combine with each 

O/ ^ . 

/ / \ \ ^ 

EmEco. t. I \ It Main OvnJr, 

\ To 

i-bnaguiaty fJcc . 

}26Jt£L0UU6. 
Fig. S6. METItB QEAB. ImAOINART ECCBNTRIC SHEAVE. 

valve a motion equal and opposite to the motion of the main valve, 
which has the effect of reducing the main valve to rest The imaginary 
eccentric which will give the expansion valve the motion resulting from 
the combination is found by subtracting the eccentric radius of the main 
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valve aa a vector from the eccentric radius of the expansion valve. The 
line giving this vector difference represents the imaginary eccentric in its 
proper angular position with regard to the main crank and of the proper 
radius. The way to take this difference is to set out the two eccentrics 
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with their proper angular advances with regard to the main crank and 
then to join their ends, placing an arrow on this joining line "in circuit" 
with the subtracted vector. Thus, in Fig. 56, the main crank and 
eccentric cranks, corresponding to the example, are set out, and (i6 is the 
required difference. The dotted eccentric crank, drawn parallel to ah 
&om the centre in the direction of the arrow, represents the required 
imaginaiy crank, and this, if coupled to the expansion valve, would give 
it the proper movement relative to the main valve, which is now sup- 
posed uncoupled from its eccentric sheave and at rest. The aagular 
advance of the imaginaiy crank is 245 degrees and its radius is 126 
inches. The displacement curve corresponding to it can now be set out 
in the usual way. It is shown in Fig. 57. The negative lap is added 
to the figure and cut off is found just as if the problem were that of a 
simple valve gear. It will be observed, however, that the displacement 
curve ia only suitable for determining cut off. The velocity of out off 
can be measured from this curve by the method of Art. 49, and the 
maximum displacement of the expansion valve from its central position 
with regard to the main valve can be measured also. 

It will not have escaped the student's notice that the displacement 
curve, found from the imaginary crank, is merely a curve representing 
the horizontal distances between the displacement curves of the main 
and expansion valves, shown in Fig. 56. 

The design of the typical form of the Meyer combination may be 
varied in many ways. A design which allows short straight ports into 
the cylinder is shown in Fig. 58, which is reproduced from Enffineering, 
June 13, 1884. The main valve is now made into two separate valves, 
V and U, each part carrying one of the two separate blocks which 
together form the expansion valve. The form of valve diagram for this 
case ia of course exactly the same aa in Fig. 55, the separation of the 
main valve making no difference to the distribution which it effects. 
Each of the valve spindles, P and Q, is coupled up to a simple eccentric 
gear. 

The exhaust space is marked E. The modification of the exhaust 
part of the valve, necessary in consequence of the division into two 
parts, can easily be followed on the drawing. 

In setting the valves of a Meyer gear of the usual tj^w the following 
method may be employed. First set the main valve to equal leads. 
Then &«m a drawing find the total width between the cut off edges of 
the blocks when the cut off ia to be, say, 30 per cent, of the stroke. This 
can be found by drawing the blocks in their central position with regard 
to the main valve and having the laps determined by the valve diagram 
for equalising the cut off at 30 per cent. Then adjust the blocks by 

7—2 
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means of the wheel W to this diBtance between the cut ofT edges. 
Next turn the engine until the piston stands at 30 per cent, of its 
stroke, sny for the instroke cycle, which can easily be done by marking 
the slide bare. The length of the valve spindle ia then to be adjusted 
80 that cut o£f is just taking place for the instroke cycle. Turn the 
engine into the 30 per cent, position for the outstroke cycle. If every- 
thing has been correctly done the expansion valve will be just cutting 
off steam for the cycle. This last operation is really a check on the 
accuracy of the work. 

The lap with which the cut off valve must be set, to cut off at a 
given percentage of the stroke, may readily be found by means of the 




Rg. 59. MsvBR Qbak. Rbulkaux Diaokam applied to find Laps 
OF Cut Off Valves, 
Reuleaux valve diagram, the properties of which are described in Art, 53. 
When using it for this purpose, consider the main valve at rest and the 
expansion valve to be driven by the imaginary eccentric just discussed. 
Thus, the imaginaiy eccentric tor the example just considered has been 
found to have a radius of I'26 inches and an angular advance of 245 
degrees. Referring to the description of the Reuleaux diagram in 
Art. 53, it will be seen that the angular advance, less 90 degrees, is the 
quantity to be set out behind the crank, and in the present example 
this angle is 153 degrees. Set out therefore. Fig. 59, an angle B = 155 
degrees, and make 01 1*26 inches long. Find the crank position for the 
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given cut off, say 30 per cent., thua fixing the point Q on the eccentric 
circle, and following the instructions of Art. 53, drop a perpendicular on 
07, which in this caae must be produced through in order to meet the 
perpendicular at 8. QS is the distance of the cut off valve from the 
centre of the main valve, and therefore it is the negative lap to which 
the cut off valve must be adjusted. The crank positions corresponding 
to piston position from 10 to 60 per cent., at 10 per cent, intervals, are 
set out in the figure, and the negative laps corresponding to them 
dimensioned. If Q should coincide with Ii, the valve is to be set with- 
out lap, and if the cut off is so early that Q falls between /, and the 
horizontal diameter, the lap is positive. The laps for the outstroke 
cycle can be found in a similar way by setting 01 behind the 180 degree 
position of the crank. 

66. Rider cut off valve. Constant travel. Variahle lap. In 
this gear, invented about 1869, there is a main valve and a cut off 
valve, each of which is worked by a separate eccentric gear as in 
the Meyer design, and the cut off is varied by varying the lap of 
the cut off valve. The point of difference between the two gears lies 
in the method of varying the lap. In the Meyer gear, as already 
explained, the lap is varied by moving the two parts into which 
the cut off valve is divided, in a direction along the valve spindle 
by means of a left- and right-handed screw. In the Rider design 
the cut off valve is in one piece, and the lap is varied by turning it 
about the axis of the valve spindle by means of the lever R, the joint 
between the valve spindle and the eccentric rod being such as to allow 
of this turning action. The necessary modification of the design of the 
valves is shown in principle in Fig. 60. The surface of contact between 
the two valves forms part of a cylindrical surface whose axis coincides 
with the axis of the cut off valve spindle K. The arrangement of the 
ports in the main valve and the way the lap of the cut off valve is varied 
with regard to them, will be understood from Fig. 61, which represents 
the cylindrical surfaces of contact developed out on the flat. ABCD is 
the developed surface of the main valve V, the steam ports in it being 
equally inclined to one another and to the centre line. The developed 
surface of the cut off valve is represented by EFQH. The inclinations 
of the edges of the valve to one another and to the centre line are the 
same as the corresponding inclinations of the ports, so that the edges 
EG, FH, lie parallel with the corresponding steam ports. Therefore, the 
horizontal distances between the respective edges of the steam ports and 
the valve are constant on each side. This distance is marked L on the left- 
hand side and represents the negative lap of the valve, it being assumed 
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that the cut off valve is in its central position with regard to the m&in 
valve. When the engine works with the valves in this relative angular 
position with regard to one another, cut off will be determined by the 
negative lap L. If the cut off valve is turned into a new angular position, 
by means of the lever R, the lap will be altered. Thus suppose the new 
position is shown in Fig. 61 by E, F, G, H, ; the negative lap has changed 

Fiff. 60. 
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&om L to £,. In this way the lap may be varied between stated limits, 
and in practice the variation is usually effected by means of a governor 
connected to the arm R. The full consideration of the gear therefore 
involves a discussion on governing, and this is outside the plan of the 
present volume. It may be stated, however, that directly the angular 
position of the cut off valve is given the lap is known, and the valve 
diagram can be set out in exactly the same way as for the Meyer gear. 
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There are variationB of the design shown in Fig. 60 all alike in prin- 
ciple. One common arrangement; is to continue the Burfaces of contact 
round the axis, so that the cut off valve becomes a piston valve. In this 
case, if the inclined ports were made continuous round the inside cylin- 
drical surface of the main valve, the horizontal distance between the 
wide ends would be inconveniently great. This difficulty is evaded by 
cutting them in a series of steps, as indicated in the developed surface, 
Fig. 62, which shows also the corresponding saw tooth edges of the cut 
off valve. Of course this stepwise arrangement of ports may be made 
in any case whether the cut off piston valve is a piston valve or not. 

The obvious advantage of making the cut off valve a piston valve is 
that it is balanced as regards the main valve. Working examples of the 
Rider valve can be seen at South Kensington Museum. 

67. Cfut off plate. ConsUint lap. Variable travel. Fig. 63 shows 
an actual example, which has kindly been supplied by Messrs Marshall, 
Sons and Co., Gainsborough, of a cut off plate in which the travel is 
varied. This design has already been illustrated in principle in Fig. 53. 
It will be noticed that the main valve, so far as the steam distribution 
is concerned, is divided into two parts, V and 17, involving a division of 
the exhaust ports into two parts, P being the common exhaust passage 
leading away to the condenser or the atmosphere as the case may be. 

The two ends of the valve are held together by connecting ribs 
along the sides of the valve, these ribs being connected with one another 
by a cross piece, whose cut T section is seen in the drawing. The two 
ends U and V, the side connecting ribs and the cross piece are all cast 
together. The valve spindle passes through the part U of the valve 
and is secured to the central cross bar by the lock nuts seen in the 
drawing. The cut off valve F,f7, is formed in one piece: the valve 
spindle passes through the valve and is secured by lock nuts screwing 
down on to appropriately formed surfaces at each end. A feature to be 
noticed is that the main valve is double ported with regard to the cut 
off valve. This involves the cutting of a steam port through the cut 
off plate at each end. Thus, considering the le^-hand end, a and h 
are the respective cut off edges of the plate, A and B being the 
corresponding edges in the main valve. The cut off edge of the main 
valve is marked s, the corresponding edge in the cylinder ports being 
S. The corresponding edges for exhaust ore e and E. 

The way the travel of the valve is varied will be understood from 
Fig. 64, which shows a general arrangement of the valve gear. The 
eccentric working the cut off valve is not connected directly to the valve 
rod Q, but to a link which it oscillates about a fixed centre C. The 



lyGoogle 



„Google 



106 Valves and Valve Gear Mechanuma [ch. v 

valve rod Q is joioted to a block M sliding ia the slot of the link, 
its position being determined by the governor acting through the rod G. 
When the governor is running at a constant speed, the centre F, about 
which the suspending link G is free to swing, is a, fixed point, and 
the stroke of the block M is greater or less than the stroke due to the 
eccentric sheave driving the link, approximately in the ratio of d to c. 
Hence if r is the radius of the cut off eccentric, the half stroke of M is 
given by 

d 



it being understood that <£ is a variable quantity depending upon the 
speed of the governor. Neglecting the obliquity of the valve rod Q, 
due to the constraint of its motion by the suspending link G, and the 
obliquity of the eccentric rod, the above expression is the half stroke 
of the valve. Thus for a given value of d the valve diagram can be 
drawn as in Fig. 55. 

68. The CorllM gear. This gear was introduced about 1849 by 
G. H. Corliss, of Providence, U.S.A. The characteristic features of the 
gear are four independent distributing valves of the kind illustrated in 
Figs. 23 to 26, two for the admission and cut off of steam, and two for 
the release and compression; and a valve gear mechanism which gives a 
continuous rocking motion to the exhaust valves, and at the same time 
allows the steam valves to cut off the supply of steam sharply at a 
fraction of the stroke determined by the governor. Amongst the many 
forms of the gear which have been devised, the Spencer Inglis type 
made by Messrs Hick, Hargreaves and Co., occupies a prominent place. 
The rocking valves of this type have been described in Art. 28, and 
the general arrangement of the gear used to work them is shown in 
Fig. 65. The basis of the mechanism is a four bar chain, six of which 
combine to form the mechanism for working the four valves, and of 
these, two have a coupling rod of peculiar construction. 

Consider the exhaust valve E in the figure. A circular plate, 
centred at ^ , is coupled to an eccentric on the crank shaft by the pin Z, 
so that AZ, the eccentric rod, and the eccwitrio form together a four bar 
chain. A pin B in the plate is coupled to the crank arm CD by the 
coupler BD, this combination forming a second four bar chain. Similarly 
A, Bi, Ci, Di is the chain for the exhaust valve Ej. There is a similar 
four bar chain for each of the steam valves S and jS*,; but when the cut 
off is to be made automatic the coupler in each of these two chains is 
made telescopic, and the connection between the two halves can be tem- 
porarily destroyed by means of a trigger. Immediately the two halves 
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are disconnected, the Bteam valve corresponding to the coupler is uncon- 
strained by the valve gear, and a strong spring Q, in a dashpot P, 
immediately closes the valve. The way this is done can be seen from 
the figure, which shows the coupler to the right-hand steam valve in 
detail. 

A J and KL are the two cranks of the four bar chain to the valve S, 
and JK is the telescopic coupler, one part of which terminates at j, and 
the other part at k. The part Jj has a square block R formed about 
the middle of its length to which two fiat springs are bolted which 
stretch along to, and engage with, projections formed on the other part 
of the coupler. 

The part terminating at it is suitably formed near the end K to 
carry a pin p, on which a trigger or catch T is free to turn, its turning 
being controlled by the curved lever k, terminating in the joint U. 
This point U is connected, through the rod G and the lever g, with a 
short shaft, to which the governor gives an angular motion as the speed 
varies, which angular motion causes a small motion of the point U. A 
corresponding point, U„on the leftside receives a similar motion through 
the toothed sectors attached to the levers g and g,. When the engine 
is running at a uniform speed, IT, and of course U„ are fixed points. 

The steam valve S, is opened by the movement which puts the 
coupler in tension, the projecting edges of the springs belonging to the 
part Jj gripping on corresponding projections on the part Kk, and as 
the necessaiy movement towards the centre of the cylinder takes place, 
U being fixed, the trigger T turns relatively to the coupler, forces the 
springs apart, and thus casts the crank LK free from the valve gear. 
The part Jj continues its movement, but the part Kk instantaneously 
flies back under the action of the spring Q, the dashpot P moderating 
the action of the spring. This latter part remains at rest, the valve 
being closed, until the spring catches belonging to the other half glide 
over the projections and close up in the position where they engage 
with them immediately the movement is reversed. The instant at 
which the trigger T releases the spring catch depends upon the position 
of the point U. When the load is thrown off an engine of this type, 
the governor changes the position of U sufficiently to cause the release 
of the trigger so early in the stroke that hardly any steam is admitted 
to the cylinder. If a load be now suddenly thrown on, the governor 
immediately moves 17 to a position where steam is taken through a 
large fraction of the stroke. The control effected in this way is well 
exhibited when the engine is used to drive a rolling mill. 

When the ingot is put in the rolls, the full load is thrown on 
the engine, but after a few seconds the ingot has passed through, and 
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nearly the whole load is thrown off j the valve gear aDswere at once, and 
automatically reduces the cut off. The cranks AJ and AJj are deter- 
mined by pins J and J, put in a circular plate, immediately behind the 
plate driving the exhaust valves, and connected to the crank shaft by a 
separate eccentric rod which is driven by a separate eccentric. There 
are thus two eccentric sheaves on the shaft driving respectively the 
steam valve plate and the exhaust valve plate. 

The valve displacement curve for each of the exhaust valves can 
be set out by drawing the gear in a series of configurations corre- 
sponding to, say, 24 equidistant crank positions, and measuring off the 
corresponding displacements of the edge of the valve from some 
selected position, finding thereby 21 points on the diagram through 
which the curve must pass. 

The shape of this curve will be very different from that shown 
in Fig. 38 for the simple eccentric gear. The displacement curves of 
the steam valves can be drawn in a similar way for a given position 
of U. 

60. Sulser gear. The Sulzer valve gear, as it is known to-day, 
was introduced in 1867, It is designed to work four valves per cylinder, 
two admission valves and two exhaust valves. A pair of steam and 
exhaust valves control each cycle in the way explained in Art. 2 
and indicated diagmmmatically in Fig. 1. Corresponding to these 
valves there are really two valve gears, one for each cycle. Fig. 66 
shows a cross section of the high pressure cyUnder of a recent Sulzer 
engine, taken through the valves controlling the instroke cycle, and the 
figure shows also the gear for operating the valves. The valve and valve 
gear are duplicated for the outstroke cycle, being placed at the end of 
the cylinder remote from that shown. Restricting our attention to the 
instroke cycle, steam is admitted to the cylinder by the valve S, shown 
open, and released from the cylinder through the exhaust valve E, shown 
shut. The steam valve has already been illustrated in detail. Fig. 7. 
The exhaust valve is similar in construction to the steam valve, having 
four seats. The valve gear may be analysed into a series of four bar 
chains, and to make this clear a skeleton diagram of the gear is drawn 
to the left, of the actual drawing, so that the geometrical basis of the 
gear can be followed easily. The lettering on this skeleton diagram 
corresponds with the lettering on the actual drawing. 

A shaft A, placed alongside the engine and driven by equal gearing 
from the crank shaft;, is supported in journals carried by two brackets 
which are bolted to the cylinder itself, one of which, lettered B, is seen in 
the figure. Keyed to A is an eccentric sheave, the crank corresponding 
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to which IB shown by Aa in the skeleton diagram. A point c on the 
eccentric rod is jointed with a crank arm cO, which is centred on the 
shaft G, this shaft being merely a support for this crank. This com- 
bination of two cranks, Aa and Cc, and the connecting link ac forms, 
with the fixed frame, a four bar chain. Every point in the eccentric 
rod, shown black in the skeleton diagram, is thus constrained to move 
in a definite path. 

First trace out the connection of this chain with the exhaust valve. 
One arm, namely dD, of the hell crank dDe, is connected by the rod dg 
to the crooked crank gG. The bell crank is centred on a supporting 
shaft D, carried by the bracket B. The crooked crank is jointed to the 
enlarged part of the valve spindle. These links, namely, the cmnks Dd, 
Off, and the coupler dg, together with the frame, form a four bar chain, 
the movement of which is determined by the connection of the arm De 
of the bell crank lever to the eccentric rod by the link eh. If the link 
Gg could vibrate, free from obstruction, about (? as a fixed centre, the 
turning of the shaft A would merely cause the crank gG to execute 
vibrations about G as centre, and the exhaust valve G would always 
remain shut. Just below the lever gG, however, there is a bar, whose 
position is adjustable about the axis i by means of the bolt^'. This is 
set up and clamped in position to act as a fixed fulcrum, so that 
the crooked crank at a certain instant in its downward movement is 
brought into contact with it, and then the crank acts as a lever and 
lifts the exhaust valve off its seat. In the skeleton diagram the fulcrum 
is shown at k. The actual arrangement is, however, equivalent to 
a moveable fulcrum, since the curved under-surface of the crooked 
crank gG, during its downward angular motion, touches the fulcrum 
piece along a line which moves continuously to the left. The leverage 
is changing, but it is greatest just at the opening of the valve and least 
when it is fully open. Consequently the velocity of the valve is small 
when it is opening and when it is closing. In this way the valve is let 
down on to its seatings gently, and is held there by the combined action 
of the steam and the spring seen in the drawing, after the crooked 
crank gG leaves the frilcrum piece altogether in the couise of its 
upward angular movement. 

Consider now the connection to the steam valve. One end of 
a coupling rod is jointed to the eccentric rod at c and the other end 
to a crank LI, L being a fixed axis. Thus the two cranks Cc, LI, and 
the rod cl form with the framework a four bar chain deriving motion 
from the eccentric sheave. Mounted on the axis at ^ is a catch or 
trigger tim, one end of which is jointed by means of the coupling rod 
mn with a bell crank lever, whose central axis, o, is carried on the 
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eccentric rod itself. The other arm, op, of this bell crank ia linked to 
the point F, which occupies a definite position when the governor is 
running steadily. The motion of the eccentric rod and the connection 
of the arm op to F together cause an angular motion of the hell crank 
about its axis o, which angular motion is transmitted by the coupler nm 
to the trigger tiiU. The motion of the trigger is thus made up of two 
components, one the movement of its axis I in the arc of a circle about 
L, the other an angular motion about the axis I. The angular com- 
ponent changes as the position of F changes. The position of F is 
controlled by the governor, any change in its configuration being 
accompanied by a change in the angular position of the shaft Q, which 
is directly connected to the governor. The several positions occupied 
by F for cut offs of zero, 20, and 55 per cent, of the stroke are shown in 
the figure. 

The path of the inside edge t of the trigger, consequent upon the 
combination of the motion of ite axis I, with the angular motion about 
the axis when F is in the position for 55 per cent, cut o£f, is shown in 
the enlarged detail Fig. 67. Also the path when F has moved into the 



Fig. 67. SuLZER Gear. Detail of TaiaoBR. 

position where cut o£F takes place at the beginning of the stroke, that is 
at zero per cent. From these curves it will be clear that the downward 
motion of the trigger brings the inside edge * into contact with the 
lever LR, and opens the steam valve, when part of the curved path of t 
lies inside the arc of the circle passing thi'ough the extreme edge of the 
lever LR ; and also that the trigger slips out of contact when the path 
of t cuts this circular arc. When this happens, the steam valve is free 
fi^m the control of the valve gear and passes under the control of the 
spring and dashpot, the combined action of which urges the valve back 
into its seating gently, but at the same time sharply, so that there 
is little or no wire-drawing of the steam. The cut off may be thus 
varied from stroke to stroke according to the instantaneous position of 
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F, and since this poaition depends upon the slight variation of the 
governor speed, which in its turn depends upon the variation of the 
load against which the engine is working, the cut off is automatically 
adjusted to the variation of the load. 

To set out a gear of this kind, with the object of drawing the 
path of the edge (, in order to find the cut off for a given poaition 
of the point F, the gear must be set out in a series of positions corre- 
sponding to, say, 24 equidistant crank positions, finding thus 24 points 
on the path of *. Joining these points by a curve, the intersection of 
the curve with the circular path of the edge of the lever RL is easily 
found, and by interpolation with the numbered points in the neighbour- 
hood, the corresponding crank angle can be inferred, and hence the 
piston position. The process of setting out the gear for a stated crank 
uigle and given position of f is as follows : — 

(1) Set out the given position of F, the positions of the fixed 
centres A, C, B, L, G, and also the angular position of the eccentric 
radius corresponding to the given crank position. 

(2) With radius Cc and centre C draw an arc, and with radius ac 
and centre a cut it in c. 

(3) Set out the points o, h, along the eccentric rod, and with centre 
o and radius op draw an arc, and cut it in p with an arc of radius Fp 
drawn from the centre F. 

(4) Draw the remaining arm on of the bell crank. 

(6) With centre L and radius LI draw an arc, and cut it in 2 by an 
arc of radius cl and centre c. This defines the position of the axis of the 
tri^er. With radius Im and centre I draw an arc, and cut it in m with an 
arc of radius nm and centre n, thus defining the angular position of the 
trigger with regard to its axis. 

(6) Set out the edge t of the trigger, and one point in the path is 
determined. 

No difficulty will be found in setting out the position of the exhaust 
valve for a given position of the fulcrum piece t}'. 

In the actual drawing of these curves the long coupling rods may be 
" suppressed " in the manner illustrated in detail below in connection 
with the setting out of a Joy valve gear, Art. 126. In this way it is 
possible to draw the paths of the various points to a large scale without 
using an inconveniently large drawing-board. 
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CHAPTER VI. 

THE ANALYTICAL METHOD. 

70. The analytical method. A brief explanation may now be 
given of the method of working valve gear problems analytically. The 
analytical method contains implicitly within its symbols all the geo- 
metrical methods for the solution of valve gear problems. The toob in 
this case are merely a table of sines and cosines, which need not give 
the values to more than four significant figures; and a table of four figure 
logarithms. A student who can use these with rapidity and accuracy 
will find that problems connected with the simple valve gear may be 
dealt with as quickly by these means as with the tools of geometrical 
work, namely, compasses, set squares, etc., with the advantage of greater 
accuracy, and often of greater speed. The most advantageous way of 
working is to combine the two methods, using one as a check on the 
other. 

The work may be divided into two distinct parts : — 

(1) The calculation of the piston position for a given value of the 

crank angle d, or vice versa. 

(2) Calculations regarding the valve gear id connection with the 

crank angle 0. 

Thus the crank angle is made the independent variable, and, for 
any assigned value of it, there is one corresponding position of the 
piston, and one position of the valve. 

.71. Crank and connecting rod. Considering first therefore the 
position of the piston in relation to the crank angle $, it will be 
observed from Fig. 68, where OQ is the crank radius B, and BQ is the 
length of connecting rod I, that if the connecting rod is infinitely long 
the displacement X fi^Jm the central position is given by Op, which is 
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equal to R cos 6 ; but that the effect of obliquity is to 
distaoce by the amount pq. From the figure it will be 




this 
that with 



"B v~yr 

Wig. 68. Crank and Conkbctino Rod. Effett or Obliquitt. 

the cylioder to the left of the shaft pq is always positive ; that is, for 
every crank position, the point q blls to the right oip, so that the effect 
of obliquity is the amount pq, measured from p towards q. If the 
cylinder were to the right of the shaft, pq would be negative, but all the 
diagrams in this book are drawn for the cylinder to the left, so that pq 
is always to be regarded as positive and is to be added to the quantity 
Raosd, whether this be positive or negative. Hence for the piston 
displacement, 

X = Rcos6+pq. 

By Euclid, Book in. 35, 

pq{Bp + Bq) = (Qpy. 

But since pq is always small in comparison with Bp, very little error 

is introduced if Bq, which is the length of the connecting rod /, is 

written for Bp, so that (Sp + Bq) becomes equal to 21. And Qp is equal 

to A sin d ; therefore 

R^sin'0 ^ , 

pq s — ~ — approximately, 

and finally, X = RcoB0 + ^f^ (1). 

Dividing through by R, 
X 

r' 

This gives the fraction of the half stroke at which the piston is 
distant from its central position, and is. positive for all positions to 
the right of the centre, and negative for all positions to the left. The 
fraction of the whole stroke at which the piston stands from the dead 
point corresponding to $ = is given by 

1^ (3) 



..(2). 
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and from the dead point correaponding to 5 = 180 degrees, by 

'-±fL^ (4). 

X 

P in each caae may of course be positive or negative. 

To find the angle $. for a given value of X/R, equation (2) must be 
solved for coa 0. Writing (1 —cos* $) for sin' 0, n for the ratio of the 
length of the connecting rod to crank i/iJ, and/for X/R, (2) reduces to 

cos' -2n coaO + (2nf-l) = 0, 
the solution of which is 

cos^=-n-V(7i'+l)-2n/ (5). 

The minus sign is used before the root because the plus sign would 
give a value of cos greater than unity, which is inadmissible. 

If the connecting rod is 6^ times the length of the crank, so that 
n = 5'5, the equation becomes 

cos5 = 5-5-v'31-25-ll/ (6), 

from which the different values of cos 0, corresponding to assigned values 
of/, may be computed. 

It should be noted that the quantity to the right may come out 
either positive or negative. If positive, the angle 6 lies between and 
90 degrees, or 270 and 360 degrees. If negative, $ lies between 90 
degrees and 270 degrees. Which value of ^ to take in any particular 
case must be determined by the conditions of the problem. 

The piston curve. Fig, 38, is the graphical representation of (6) and 
could have been plotted from it. 

72. The valve diiplacement. The valve displacement x is given 
in terms of the crank angle by (see Art. 42) : — 

ar = r co8(5+^) for positive rotation of the crank with 

outside admission (1), 

a; = r cos (tf — ^) for negative rotation of the crank with 

outside admission (2), 

a; = r cos (^ - X) for positive rotation of the crank with 

inside admission (3), 

a: = r cos (5 + \) for negative rotation of the crank with 

inside admission (4). 

Alt these relations are expressed by equation (1), provided that the 
angular position of the eccentric sheave \vith regard to the crank is 
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always measured in the positive direction ; and for analytical work this 
restriction of i^ to a positive vcdue is veiy convenient. In what follows 
therefore it is to be understood that i^ may have any positive value 
between and 360 degrees, and that for the conditions expressed by 
equation (1), the value lies between 90 and 180 degrees, by equation (2) 
between 180 and 270 degrees, by equation (3) between 270 and 360 
degrees, and by equation (1) between and 90 degrees. 

Considering equation (1), it is to be observed that, for a given value 
of 6, the angular advance being known, the corresponding value of x can 
be calculated without ambiguity. 

For a given numerical value of a;, however, there are four possible 
values of the angle $. Thus, equal numerical values of x, namely 
ab, cd, ef, gh. Fig. 69, correspond to the unequal angles, Oa, Oc, Oe, 
Og. To discriminate between these angles, observe, first, that two of 
the values of a: are negative and two positive : secondly that of the two 
negative values, one, namely ab, is increasing in value as the angle 
increases, and the other, cd, is decreasing as the angle increases. 
Similarly, of the two positive values, ef is increasing, and gh is de- 
creasing, with the angle. 

If a numerical value of :c is assigned therefore, the corresponding 
value of the angle cannot be fixed until we know 

(a) the sign of x, 

(b) whether x is increasing or decreasing with 6. 

In connection with the present subject, however, it is generally 
unnecessary to examine formally whether x is iucreasing or decreasing, 
because the appropriate value can be determined by other con- 
siderations. 

Table 1 shows the sign to be given to x for any particular event in 
the stroke, both for positive and negative rotation of the crank, and also 
the way to discriminate between the two angles which correspond with, 
either a positive, or a negative, sign. 

If the exhaust lap is negative in any particular case, the signs given 
in the table to release and compression must be changed. 

With regard to negative rotation, it must be remembered, that 
although the crank is revolving negatively, no difference is made in the 
way of measuring the crank angle, that is to say, it is always measured 
in the counterclockwise direction, from the zero crank position. The 
crank in its negative rotation is therefore considered to go from to 369, 
358 degrees, etc., standing at 270 degrees when it has made one-quarter 
of a revolution, and at 90 degrees for three-quarters of a revolution. 
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Fig. 69. Yaltb Displacement Curve. 
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TABLE 1. 





Sign to be RiveD to a for either poeitiTe 
or negfttive rotfttion of the cnnb 






Inside admiMiou 






Cycle 


Cjde 


Instroke 

Cjole 


Oatstrolie 

Cjde 


Pomtive 
Botation 


Negative 
BoUtiOD 


Admission . . . 
Cutoff ... 
Release ... 
ComjweBBion 


+ 
+ 


1 1 + + 
1 1 + + 


+ 
+ 


Lai^er angle 
Smaller angle 
Smaller angle 
Larger angle 


Smaller angle 
Larger angle 
Larger angle 
Smaller angle 



Equation (1) involves two constants, r and <f>. If the two constants 
are given, the corresponding displacement curve is completely determined. 
If these values are not given, the specification of two points on the curve 
enables them to be found. The specification of a point, P say. Fig. 69, 
requires that its distance, x, from the vertical axis be given, and also 
the corresponding value of the angle 0. Hence, to specify two points, 
the values Xj, 8, must be given for P and the values a^, 0, for a second 
point Q. Inserting these in the equation for the curve, 

fc = ro<»(9, + *)) 

K-rcM(9, + «f '='• 

a pair of simultaneous equations from which r and ^ may be found. 

The equations may be written in a form which is sometimes useful. 
Expanding equation (1) 

x=:AcobB-Bsai6 (6) 

where A and B are written for r cos ^ and r sin ^ respectively. A and 
B are connected by the relation 

A* + B'=j^ (7j 

and the numerical value of tan ^ is given by 

ton*--f (8). 
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The actual value of depends upon the direction in which the crank 
ehaft is to rotate and whether steam is to be admitted at the outside or 
inside of the valve. When these data are given, the quadrant in which 
the eccentric radius stands, relatively to the crank, is known. In this 
form the pair of simultaneous equations (5) become 



fa;, = ^ cos ^, - B sin 6^ 



..(9). 



from which A and B may be found, and hence r and 0. 

These equations may he used for the solution of valve gear problems, 
directly x is expressed in terms of the quantities concerned in the 
distribution of the steam. The next table gives simultaneous values of 
X and the crank angle 6, each pair of values corresponding to a definite 
point on the displacement curve when the proper sign has been given 
to X. and the proper angle fixed upon from Table 1. 

TABLE 2. 



Nnicerical value of x equal to 




Steam lap + lead =Z + e 


^»0or 180 degrees. 


Steam lap =Z 


8 = crank angle at cu t off 
or admission. 


Exhaust lap =1 


= crank angle at release 




or compression. 


Steam lap + maximum width 

of port opening for steam =L+W = r 


d + = 180 or degrees. 


Exhaust lap -f maximum width 
of port opening for exhaust =1 + «j = r 


e + = 1«0 or degrees. 



For instance, find the value of 6 at "cut off" for the instroke cycle, 
in the case of negative rotation with outside admission, when the lap 
is 1 inch. In this case the angular advance, 0, must have a value 
between 180 and 270 degreea Let it be 260 degrees. Then, from 
Table 2, 

1 = r cos (tf + 260). 

From Table 1, the sign of x for this particular event is stated to 
be negative, therefore the minus sign must be prefixed to the figure 1, 
and the lai^r value of 8 will be the required result. 
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73. The Talve velocity. The velocity,!), of the valve ie found at 
once from the displacement by diiferentiating x with regard to the 
time. Thus 

a; = r cos ((* + 4>)- 
Therefore 

-I— --('-^w-a <"»• 

When the crank is revolving uniformly, the angular velocity, -j , is 
constant, and is equal to 

where n is the number of revolutions per second. Hence for uniform 
rotation, 

t. = -rsin(e + 0)2im (11). 

When using this expression, remember to express r in feet in order to 
get the velocity in feet per second. 

The last three articles contain the whole of the mathematical 
relations involved in the analytical treatment of a simple eccentric gear. 
A few examples are added, starting first with the examination of a 
given gear. 

74. Example. A valve gear has the following dimensions : — 

r = 3 inches, 
^ ^ 120 degrees, 
L = 1375 inches for both cycles, 
I = 01 inch „ „ 

n, the ratio of the length of the connecting rod to the crank = 4, 
Since ^ lies between 90 and 180 degrees, the engine rotates in the 
positive direction with outside admisaion. Calculate the value of the 
lead, and the fractions of the stroke at which the several events of 
admission, cut off, release and compression take place, for the instroke 
and outstroke cycles respectively. 

The equation to the valve displacement curve is 
a: = 3cos(5+120> 
To find the lead, calculate the value of x when = (i, and subtract the 
steam lap. Thus, at the dead point, 

a; = 3 cos 120, from which a: = — 15 inches. 
The corresponding lead is therefore 0125 inch. 

The lead for the outstroke cycle is also 0125 inch. 
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For cut off and admissioD to the inatroke cycle, 
-r375 = 3co6(fl4-120), 
from which 

coe(^+120) = -0-458. 
This IB the Dumerical value of the cosine of an angle of 62 degrees 
42 minutes, but since the sign is negative, the two angles having this 
value of the cosine are 

180 - 63 = 117 degrees = «,+ 120, 
or 180 + 63 = 243 degrees = 0, + 120. 

The corresponding values of are — 3 or + 357 degreefl, and 123 degrees. 
From Table 1, the latter being the smaller corresponds to " cut off" and 
the larger to " admission." 

Proceeding in an exactly similar way with the value of the exhaust 
lap, it vili be found that release and compression take place respectively 
at 152 and 328 degrees. 

In this example, the steam and exhaust laps are assumed to be equal 
for the two cycles. The crank angles for the four events of the out- 
stroke cycle can be found therefore by merely adding 180 degrees to 
those angles just found, subtracting 360 degrees when the sum is 
greater than 360 degrees. 

To find the corresponding piston positions, introduce the value for 
the ratio of the length of the connecting rod to the crank, n, given 
above, into equation (2), Article 71, obtaining 

-p -> cos ^ + J sin' 8. 

For convenience of reference the details of this calculation, and the 
summary of the preceding ones, are given in the next Table. 

The velocity of the valve at cut off for the instroke cycle, assuming 
the crank to make 3 revolutions per second, is found from equation (11) 
by introducing 

r = y", feet, ^ — 1 23 degrees, = 1 20 degrees, and n = 3. 

Thus v -> - fV sin (243°) x 628 x 3 ^ + 4*2 feet per second. 

The + sign indicates that the valve is at the instant moving in the 
positive direction, that is from left to right. 

Referring to Table 3, it will be seen that the effect of the obliquity 
of the connecting rod is to cause a difference of the point of cut off in 
the two cycles of about 8J per cent, and a difference in the compression 
of about 3^ per cent. 
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TABLE 3. 





Cnak 
angles 


was 


i- 


X 


ConeBpouding 
piBton pooitioD 


Imlroke Cycle: 












Adraiasion ... 


367". -3* 


+ 0-998 


+ 0-0004 


+ 0-998 


99-9 


Cutoff 


123* 


-0'6« 


+ 0-088 


-0-456 


72-8 


Belease 


162' 


-OT82 


+ 0-028 


-0-854 


92-7 


Compression... 


328° 


+ 0-848 


+ 0-035 


+ 0-883 


94-1 


OutOrvhe Cycle: 












AdmissioQ ... 


177' 


-0998 


+ 0-9004 


-0-997 


99-8 


Cut off 


303' 


+ 0544 


+ 0-088 


+ 0-632 


81-6 


Release 


332" 


+ 08«2 


+ 0-028 


+ 0-910 


955 




148" 


-0-848 


+ 0-035 


-0-813 


90-6 



The compressions may be equalized at 94*1 per cent, by decreasing 
the exhaust lap belonging to the outstroke cycle, or at 90*6 per cent, by 
increasing the exhaust lap of the instroke cycle. Take the former ease. 
First, compute the value of tf for a piston position of 94'1 per cent, of 
the stroke, from equation (5), Article 71, substituting 4 for the ratio of 
the length of the connecting rod to the crank, n, and the value - 0'883 
&» f, obtaining 

cosff -4- V17 + 8x0-883, 
from which 

cos 5 = -0-9. 

The two angles corresponding to this are 154 degrees 10 minutes, 
and 205 degrees 50 minutes. The outstroke cycle is under considera- 
tion, which begins at 180 degrees, so that the smaller value of the angle 
does not come into the cycle unless 360 degrees be added. But the 
angle may be looked upon as belonging to the previous outstroke cycle, 
and it gives the point at which compression takes place. The other value 
of the angle is evidently an impossible one for the event of compression, 
since it would have to take place when the crank had turned through 
only 25 degrees 50 minutes fix)m the 180° dead point position. 

The valve displacement corresponding to this compression angle Is 
<c = 3 cos (154 + 120) 
= 3 cos 86 = 0-21 inch. 
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From Table 1, the sign of the valve displacement at compresaion in 
the outstroke cycle ia negative when the exhaust lap is positive. There- 
fore, since the sign of the displacement ia here positive the exhaust lap 
is negative and would be set out to the right of the vertical centre line 
in the valve diagram. 

76. The design problem. Given the maximum port opening for 
steam, W ; the lead, e ; the position of the piston at cut off, and the ratio 
of the length of the connecting rod to the crank ; find the eccentricity, r ; 
the angular advance, <j>; and the steam lap, L. Assume positive rotation 
with outside admission. 

First, find the crank angle corresponding to the given cut off from 
equation (5), Article 71, or read it trom a piston curve drawn with the 
proper ratio of crank to rod. 

The problem is now reduced to the finding of r, ^, and L, having 
given W, e, and 0c. 

In this case, the constants of the displacement curve have to be 
found, BO that in the first instance the unknown quantities are A, B, 
and L. Examining the data, it will be perceived that it is not possible 
to find A and B iroia equations (9), Article 72, but that there is a 
relation amongst the data, fix>m which a third equation can be formed. 
This relation is obtained fi^m the tact that the steam lap, added to the 
maximum port opening, is equal to the eccentric radius. Equation (3), 
below, expresses this in terms of the unknowns A and B. 

Considering the instroke cycle, select the pair of values from Table 2 
corresponding to the dead point where 8 = (since the engine is to work 
with outside admission and the crank shaft is to turn in the positive 
direction, :>; is of course negative), and insert these in equation (6), 
Article 72, thus forming equation (1). 

Again select the values of the coordinates at cut off from Tables 1 
and 2 and insert these in equation (6), Article 72, writing p for cos 6^ 
and q for sin dc, and equation (2) is formed. 

A, B, and L may now be found from these three simultaneous 
equations 

-(i+«)-^ (1), 

-L = Ap-Bq (2), 

i+ W--/A- + B'-r (3). 

Eliminatiag L from (3) and (1) and squaring 

~2Ab = B'~b', wberB b is written for {W-e) (4). 

Eliminating L trom (2) and (1) 

A(.l-p) «-£, (6). 
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Eliminating A from (4) and (5), there results a quadratic in B, the 
solution of which is 

+ iW-,),±V2W(l-pHW-e) 

(1-?) "■ 

A solution of this is always possible, since from the nature of a 
valve gear e is always less than W and p is always less than unity, so 
that the product under the root is always positive. 

Having found B frx)m (6), A can be found from (5). 

Two values of B will be given by (6), but since by the given data 
ift is between 90 and 180 degrees, B (that is sin0) must be positive; 
therefore the positive value must be taken and this inserted in (5) will 
give the proper value of A. 

The steam lap can now be calculated from equation (1). 

The eccentric radius, r, is equal to ^/A* + B*. 

The numerical value of tan ^ is found from 

tan0 = ~j, • 
Example : — 
Let the data be, 
Lead = -j^ inches. 

Maximum opening for steam = 1 inch. 
Crank angle at cut oif = 120 degrees, so that 
cos ff = — 0-5 = p, 
sin ^ = 0-866 = q. 
Moreover, suppose the crank shaft is to turn in the positive direc- 
tion, and that steam is to be admitted at the outside of the valve. 
Inserting the above values of ^ and q in (6), 
fl = + 1-615 or -0-576. 
Substituting the positive value of B in (5), 

.d=- 0-995. 
Using A in (1), L the steam lap is found to be 0895 inch. 
With this value of L in (3), 

0-895 + 10 = 1-895, the eccentric radius. 
The numerical value of tan is found from 

<^i" ml- '■'''■ 

The angle corresponding to this is 58 degrees 24 minutes, but 
because rotation is to be positive, and steam is to be admitted at the 
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outside of the valve, the angle lies between 90 and 180 degrees (see 
Fig. 32), therefore its actual value is 

180 - 58 degrees 24 minutes = 121 degrees 36 minutes. 
These equations hold for positive or negative rotation with outside 



If positive values of the displacement are used in equations (1) and 
(2), the sign of e in (5) is changed, and the sign of the first term in the 
numerator of (6) is changed to minus. The equations then hold for 
positive or negative rotation with inside admission. For "cut off" at a 
given fraction of the stroke it is only necessary to solve the equations 
for one setting, positive rotation with outside admission for instance, 
because the numerical values of A and B are the same for all four cases. 

76. The Meyer gear. So far as the main gear is concerned, the 
calcuUtions are made in exactly the same way as for a simple gear. 
The new problem is to find the setting, and the lap of the cut oflF 
blocks, or plates, so that cut off may take place at a stated fraction of 
the stroke. la order to do this, the distance, f, of the expansion plates 
from their central position with regard to the main valve must be found 
in terms of the crank angle. 

Let r, <j>, be the eccentricity and the angular advance respectively, of 
the main eccentric sheave; and r^, ^, the corresponding quantities for 
the expansion eccentric sheave. 

Then x, the displacement of the main valve from its central position, 
is given by 

a: = rcoa(6+ift), 

and Wi, the displacement of the expansion plates from their central 
position with reganJ to the cylinder, by 

j^ = r, cos (5 + ^i). 
Expanding these and writing generally A for rcos0 and B for 
r sin <f>, they become 

X -A coa0-B sine (1), 

Xi^A,coa0-B,sin$ (2). 

The displacement, ^, of the expansion plates from their central 
position with regard to main valve, is given by 

f = a:,-ir=Ccosd-i>sinl9 (3), 

where C= Ai — A =r, cos ^,—r cos ^ (4). 

fl = S, -S = r,sin^-rsin* (6). 

Multiply and divide the right side of equation (3) by VC^ + L*. 
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Then the coefficient of coa d is 
C 



= coa^, say. 



and the coefficient of ein 6 if 



^ ■ u 

■ - — - = Bin w, 

and tan ■^ = ^ . 

Hence (3) becomes 

f = VC + />■ (cos 5 cos -^ — sin ^ sin ^), 
which is equivalent to 

f=V^^Z>*coa(fl + ^) = /)co8(e + ^) (6). 

In this equation, ^ is the angular advance of an imaginary eccentric 
sheave of radius p = VC* + £)'. 

When the dimensions of the gear are given, C and D can be calcu- 
lated, and from them p and i^ may be found and introduced into 
equation (6). Then, by means of (6), f can be calculated for any given 
value of 8. If 8 is given for the cut off angle of the crank, the lap of 
the cut off plates, considered in relation to the ports in the main valve, 
is given by 

£ = f. 

This lap is positive when x, is numerically greater than x, and 
negative when Xi is numerically leas than x. 

To make use of equation (6) in the design of the cut off plates and 
adjusting gear, the process is first to calculate the values of the crank 
angles for cut off at, say, 10, 20, 30, 40, 50, 60 per cent, of the stroke, for 
both the cycles, and then, using these in (6), find the corresponding 
values of f . These values are the respective laps required for cut off at 
the fractions of the stroke from which the different values of the crank 
angles were calculated. 

Comparing these values of L, it will be found that to secure equality 
of cut off at a given percentage of the stroke the laps must be different. 
The gear can be set to allow this difference in the laps. It will also be 
found that this difference requires to be changed for each cut off, to 
secure equality all through the range taken. This of course cannot be 
arranged for, because the valve can only be set for one difference 
between the laps. An example will illustrate the way of using the 
equations. 
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77. Example. Meyer gear. The foUowmg are data from an 
engine fitted with the Meyer cut off valve. 

Ratio of the length of the connecting rod to the crank, 55 n 

Eccentricity of main gear eccentric, 1'5" r 

Angular advance of sheave, 130 degrees 

Eccentricity of cut off sheave, 1'5" r, 

Angular advance of cut off sheave, 180 degrees ^ 

Find the lap of the expansion valve so that cut off may take place at 
10, 20, 30, 40, 50, or 60 per cent, of the stroke, for both the instroke and 
outstroke cycles, and deduce from these lape the best setting of the 
expansion valve. 

The first step is to calculate the series of crank angles corresponding 
to these given fractions of the stroke. These are to be computed by 
means of equation (6), Article 71, the numbers there introduced being 
those for a connecting rod 55 times the length of the crank. 

The details of the calcuUtion are set out in the following table. It 
may be observed that when the crank angle corresponding to a stated 

TABLE 4. 
The crank angle 6 is found from cosd — 5'5 - V31-25 — 11/. 













Actual Crauk Aiig]« | 
























iMtroke 


Oatrtioke 




Instroke 


Dead Point 




0' 


0- 




10 7. 


0-8 


0-762 


40" 18' 


40° 18' 


319- 42' 




20 7. 


0-6 


0-635 


57" 36' 


57-36' 


302- 24' 




30 7. 


0-4 


0-318 


71' 30' 


71' 30' 


288- 30' 


60 7. 


«7. 


0-2 


0-109 


83° 42' 


83-42' 


276- 18' 


60 7. 


50 7. 


00 


-0-090 


84'' 48' 


96' 12' 


264- 48' 


«17. 


60 7. 


-0-2 


-0-284 


73" 30' 


106-30' 


253- 30' 


30 7. 




-01 


- 0-471 


61°54' 


118" 6' 


241- 54' 


20 7. 




-00 


- 0-652 


49* 18' 


130-42' 


229- 18' 


10 7. 




-0-8 


-0-829 


34*0' 


146-0' 


214- 0' 


Outstroke 


















Dead Point 


180- 


180- 
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pistoD position has been found for the instroke cycle, the angle in the 
outstroke cycle corresponding to this position is given by 360 — ff. The 
angles found in this way are shown in the right-hand column of the 
table. 

With the given data, the respective values of C and D, from equa- 
tions (4) and (5), Article 76, are 

C= 1-5 ( - 1 - ( - 0-6427)) - - 0-536 
i)= 1-5 (0-0-766) =-1-149 

and hence p = •JOA-D' = 1-266, 

— ri49 

and tan ■^ = _ -:^n = + 2-141. ^ therefore ia equal to 64° 58', say 

65 degrees, from the tables, but the negative signs above prefixed to 
both the numerator and denominator show that the angle is In the 
3rd quadrant, so that "^ = 180 + 65 = 245 degrees. 
Therefore from (3) Article 76 

f =1-266 co8<^ + 245). 
Introducing the values of 8 given in Table 4 successively into this 
equation, the results in the second column of Table 5 are obtained for 
the instroke cycle, and those in the third column for the outstroke cycle. 





TABLE 5. 








Laps. 






Cat Off 


iDslroke 






Difference 


10 7. 


-0-34" 




- O20" 


014 


20 7. 


- 0-68" 




- 0-62" 


016 


307. 


-0-92" 




- 0-76" 


016 


«7. 


- 108' 




- 0-95" 


013 


60 7. 


- 119" 




- 110" 


0-09 


60 7. 


- 1-25" 




- 1-20" 


006 



The right-hand column gives the differences between the laps required 
to give equality of cut off at the stated fractions of the stroke. If the 
length of the valve spindle is adjusted so that when the cut off is at 
20 per cent, of the stroke the laps on the valve are 068 for the instreke 
cycle, and 052 for the outstroke cycle, the cut offs at 10 and 40 per 
cent, will be nearly equalised, and at 20 and 30 per cent, they will be 
exactly equalised. The inequality at 50 and 60 per cent, must be 
accepted. 
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The cut o£F by the main valve in the engine from which these data 
have been taken occurred at 70 per cent, of the stroke in the outstroke 
cycle, and 62 per cent, in the inatroke cycle. This inequality was of no 
moment, because the cut off for the normal conditions of working was 
between 20 and 30 per cent. 

The main valve was set with unequal inside laps to equalise the 
compression points. Release by the main valve took place at 945 per 
cent, for the outstroke, and 96 per cent, for the inatroke. 

The engine was indicated, and the pair of cards corresponding to any 
cut off between 10 and 40 per cent, of the stroke were not sensibly 
different in area. 

To find the velocity of cut off, the velocity of the expansion valve 
roust be calculated with regard to the main valve. Thus, let «, be the 
actual velocity of the cut off valve at any instant, and v the corre- 
sponding velocity of the main valve, then the velocity of the expansion 
valve relative to the main valve is 

O] — w. 
This may be calculated by using expression (11), Article 73, to find thfi 
velocities separately, but the most expeditious way is to differentiate 
expression (6) with regard to ^he time, obtaining 

ij = -2iTO/j9in(5 + -f) (7), 

7} being the velocity of the expansion valve with regard to the main 
valve. 

It is instructive to calculate the velocity corresponding to the several 
cut offs of the instroke cycle given in Table 4, which Table gives also 
the several values of the crank angle 6 required in the computation. 
The results are shown in the following Table 6. The factor with which 
the figures in the third column must be multiplied to give the result 
in feet per second, when the crank makes 2 revolutions per second, 
is p 2'7m =. 1-32. 

The minimum lap on the inside of the blocks may also be calculated. 
Referring to Article 65, it will be remembered that the blocks having 
been adjusted to their maximum distance apart, the minimum inside 
overlap is given by the expression 

u — e, 
u being the inside overlap when the blocks occupy their central 
position with regard to the main valve, and z the greatest diminution 
of u due to the motion of the blocks with regard to the main valve ; 
.s is in fiict the maximum value of f. Hence the problem is reduced 
to finding for what crank angle 6 

f = p cos (fl + i/r) 
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is a maximum, and this is evidently solved by making ^ + ^ equal to 
or 180, given p = the maximum value of f Hence the minimum 
overlap is always given by 

u-p. 

TABLE 6. 

Velocities of cut off, in the example of the Meyer Qear. Inatroke Cycle. 
Data n = r = 0125 foot. 
^ = 180 degrees. 
^ = 130 degrees, 
n = 2 revolutions per second. 
Imaginary eccentric radius = 1'266/12 = 0'106 foot. 
Angular advance of imaginary eccentric = 245 degrees. 
t,~- 01 05 sin (5 + 245) ^-rm. 

Telocity Ft. per sea. 
Cut oR Crank Angle siQ{0-t-^) when n = 3 

10% 40° 18' -0-964 1-27 

20% 57° 36' -0842 111 

30 7„ 71° 30' -0-688 0-91 

40 7, 83° 42' - 0519 069 

50 °/„ 95° 12' - 0-339 0-45 

60% 106° 30' -0148 019 

78. Oat off platei. Constant lap. Vai-iable travel. In this case, 
the lap of the expansion valve is constant, and the cut off is varied 
by varying the travel of the valve in the way indicated in Article 67, 
Fig. 63. 

Let r,, ^ be the eccentricity and angular advance of the expansion 
eccentric, and r, ^ the corresponding quantities for the main valve, as 
in the last article. Then the half stroke of the expansion valve is 
given by Tnr,, where m is the ratio d : c. See Fig. 64. The expressions 
(4) and (5) of Article 76 become 

C = mr, cos 0, — r cos ^ - mB - F (1), 

Z>=mrtsin 0, -rsin ^ = mG — H (2). 

Hence to find m so that cut off may take place at a given traction of the 
stroke, calculate the corresponding value of the crank angle 0, write L 
for f, and find m fixim the equation 

±L = {mE-F)coa0-{mG-B)mn0 (3); 

the transformation of this equation into one giving the elements of the 
imaginary eccentric is carried out in the same way as for the Meyer 
gear. Art. 76. 

9—2 
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CHAPTER VII. 

REVERSING GEARS. LINK MOTIONS. 

79. Preliminary. If the crank shaft of a single cylinder double- 
acting engine ia turned into one of the positions where the piston is 
at a dead point, the appropriate steam port will have a certain small 
breadth of opening which has already been defined as the lead. The 
motion of the piston from this dead point, along its stroke, may corre- 
spond to a motion of the crank in either of two directions, namely, 
clockwise or counterclockwise. In which of these two directions the crank 
shaft will turn continuously when steam is admitted into the cylinder 
will depend upon the setting of the valve gear. It is easy to decide 
in which direction the steam will drive an engine in any given case by 
trying in which direction the crank shaft must be turned to increase 
the breadth of the opening for steam as the piston leaves the dead 
point. In other words, the direction of rotation of the crank shaft 
which causes the lead to increase, is that in which the engine will run 
continuously when steam is admitted to the cylinder. A more general 
way of discriminating between the two directions of rotation is to 
place the piston at a dead point and observe which way of turning 
increases the distance of the valve from its central position. The 
direction in which the steam will turn the crank shaft is that which 
produces an increase of the valve displacement from its central position 
when the piston is moving from its dead point. 

DeflniUon. A valve gear whose setting can be readily altered so 
that it determines a distribution of steam by the valve which will turn 
the crank shaft in either of the two directions of rotation continuously 
is called a rereralng gear. 

80. Hand rereralng. Slow speed engines which run normally in 
one direction, but which occasionally have to be reversed for a few 
revolutions, are sometimes fitted with a valve gear which only deter- 
mines the turning of the shaft in the normal direction. The valve gear 
is designed so that it can readily be disconnected frY)m the valve 



lyGoogle 



CH. vii] Revermig Gears. Link Motwns 



lyGoogle 



/ 

134 Valves and Valve Gear Mechanmns ^ [ch. 

8pmdle, and arrangements are made whereby the valve Bpindle can be 
operated by hand. The engine-driver can then cause the engine to 
run in the reverse direction by giving a suitable motion to the valve. 
The speed must be slow enough to enable the engine-driver to follow 
the motion of the piston, either by watching the crossbead, or by 
watching an indicator placed near the driving platform showing the 
motion of the engine crank or the piston. Usually the valve is driven 
through a rocking lever, the valve spindle being connected to it at one 
end, and the end of the eccentric rod being hooked on to a driving stud 
at the other end. The end of the eccentric rod can be lifted off the stud 
and placed so that it slides backwards and forwards without moving the 
lever. The valve can then be operated by hand by means of the 
rocking lever. This is the principle of the method of reversing in 
general use on the targe American river steamers which are fitted with 
beam engines. Fig. 70 shows the driving platform of the engines of 
the paddle steamer " Puritan," belonging to the Fall River line, running 
between New York and the Fall River, The engine is of the compound 
condensing type and can work at the rate of 7500 horae power. Each 
paddle wheel is 35 feet diameter and weighs 100 tons. The beam 
alone weighs 42 tons. The high pressure cylinder is 76 inches diameter 
and 9 feet stroke, the low pressure cylinder being 110 inches diameter 
and 14 feet stroke, A full description of the steamer and the engines 
will be found in Engineering, January 16, 1891. The illustration is 
only reproduced here (by the courtesy of the editors of Engiiteering) 
in order to show that one of the heaviest engines in the world is 
worked in the reverse direction by hand after lifting the eccentric rods 
out of gear with their respective rocking shafts. In this case, however, 
the valves are actually lifted by a small supplementary engine whose 
action is controlled by hand levers which are seen at the centre of the 
driving platform Fig. 70. 

The gab ends of the eccentric rods &, and G^ are both shown lifted 
out of gear with their respective pins P,, P,, The mechanism by 
means of which the right rod is lifted off its pin and supported when out 
of gear is seen at H. The dial on the wall to the right shows the 
position of the crank and indicates to the engineer the proper time to 
operate the valves. 

81. The loose eccentric sheave. The method of reversing by 
means of a loose eccentric sheave is an extension of the method of hand 
reversing to cases where the engine is required to run continuously in 
either direction. 

The arrangement depends upon the fact that the crank shaft 
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drives the eccentric sheave so that the driving pressure, exerted by the 
shaft on the sheave, is transmitted through one lace of the key for one 
direction of rotation. Thus, Fig. 71, so long as the shaft ia turning in 
the direction indicated by the arrow, it drives the eccentric sheave 
through the face AB of the key. Suppose the part behind the face CD 
of the key to be cut away as shown, then, if the crank abaft is turned 
in the opposite direction, the sheave will not move until the &ce CD 
of the key comes into contact with the end cd of the curved slot, and 
if this length is so proportioned that in the new position of the 
sheave the angle between it and the crank is equal to the angular 
advance required for the reverse direction of running, the sheave will 
give a motion to the valve such that the engine will ran continuously in 
the reverse direction. To get the crank shaft to make this small 
reverse angular movement whilst the sheave is at rest, the eccentric rod 
must be disconnected from the valve spindle and the engine reversed 
by hand. Immediately GD is in driving contact with the sheave, the 
eccentric rod may be dropped into connection with the valve spindle 
again, and the engine will continue to run in the reverse direction. 
Fig. 71 merely shows the principle on which the loose eccentric is 




Tig. 71. Tig. 72. 

The Loobb Ecckntrio Sheave. 

arranged. In the practical application of a loose sheave it is always 
desirable to add a balance weight so that the sheave will not tend 
to turn on the shaft by its own weight. It used to be the practice to 
form the driven faces on this balance weight as indicated in Fig. 72, 
where theweight is shown bolted to the sheave, ACDB is a circum- 
ferential key secured to the shaft, and it drives the sheave by contact 
with either of the faces AB and CD. 

This method of reversing has been used extensively on the oscilla- 
ting engines of paddle boats, and until quite recently could be seen on 
the steamers plying on the Thames. Possibly the most recent appUca- 
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tion of this method is to be found on some compound locomotives 
designed by Mr F. W. Webb for the express traflSc of the London and 
North-Westem Railway Company, One of these engines, "Jeanie 
Deans," is described and illustrated in Engineering, July 25, 1890, The 
two high pressure cylinders of this engine drive one axle, and the 
valve distributing the steam to each cylinder is moved by a reversing 
gear of a type to be explained in a later chapter. The single low 
pressure cylinder drives a second axle, on which is placed a loose 
eccentric sheave for the purpose of operating the slide valve. The 
reversal of the engine is effected by the high pressure cylinders and 
valve gear, and a fraction of a revolution of the low pressure axle in the 
reverse direction brings it into contact with the sheave in the angular 
position necessary for continuous running in the reverse direction. 

82. Kerenlng gears with two eccentric sheave*. An obvious 
way of constructing a reversing gear is to provide two eccentric sheaves, 
one keyed to the crank shaft at the angular advance proper for positive 
rotation, the other keyed at the angle for negative rotation; and to 
arrange the two corresponding eccentric rods so that the end of either 
can be coupled into driving connection with the valve spindle, whilst 
the end of the other, free from any connection with the valve spindle, 
moves idly to and fro. 

Fig. 73, a diagrammatic sketch made from the model of the loco- 
motive " Austria " in the South Kensington Museum, illustrates a form 
of gear used by Norris of Philadelphia in 1837, 

There are two fixed eccentric sheaves, indicated by their centre 
lines only, keyed respectively in the positions required for positive and 
negative rotation. It may be noticed incidentally that the introduction 
of the rocking lever T, between the end of the eccentric rod and the 
valve spindle, requires that the eccentrics be keyed exactly 180 degrees 
with the positions for outside steam admission with direct connection. 
(See Fig. 85, below.) The end of each eccentric rod is held up by a 
pair of suspension links, one of each pair, S and a, being seen in the 
figure. These links are free to swing about the centre U, thus guiding 
the points E, e, of the respective eccentric rods in circular paths, whose 
centres are at U. For long suspension links and small angular motions 
the paths of the points S and e are not greatly different from straight 
lines. The centre, IT, is at the end of an arm, forged solid with the 
shaft B, usually called the " weigh-har shaft," which can be turned 
into either of two positions by the lever R, about the axis W, which 
axis is determined by bearings fixed to the engine frame. Thus, the 
axis U can be fixed in either of two positions at the will of the engine- 
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Fig. 73. 




Stephenson. 1840 




Bawe- Stephenson 1343 
Tig. 78. 

a ot THE Link Motiok. 
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driver by means of the reversing lever R. The end of each eccentric 
rod ia formed into a V, or gab, the bottom of which is shaped into a 
recess fitting the pin P round half of its circumference. The pin P ia 
carried by one end of the rocking lever T, the other end being connected 
to the valve spindle V. In the figure the pin P is receiving motion 
from the upper eccentric rod. To reverse the motion, the lever R 
is disengaged from the slot holding it and pulled back into the 
slot Q, turning the weigh-bar shaft about the fixed centre W, so 
that the centre of suspension is brought to TJ,, thereby lifting the 
upper eccentric ofiF the pin P and bringing the lower eccentric in 
connection with it. 

Many forms of this kind of gear were in use about this time with 
many variations in the mechanical details by means of which the 
connection of the eccentric rods to the valve spindle was controlled. 

About the year 1840 Stephenson introduced the form shown in 
Fig. 74. Here the gaba are placed directly on the valve spindle, the 
ends of the eccentric rods are connected by the straight link L, and 
one pair of suspending links, one of which, S, is seen in the figure, serve 
to hold up and to guide the motion of both ends of the eccentric rods. 
In the figure, W is the centre of the weigh-bar shaft; U, one of the two 
possible centres of suspension ; P, the block which receives the motion 
fi\)m whichever eccentric rod is in gear with it, and R the rod leading 
to the reversing lever on the footplate.. 

83. The link motloD. A slight change in the mechanical 
arrangement of the gear shown in Fig. 75, made in 1842, resulted in 
a reversing gear of extraordinary fitness for locomotive working. The 
change, as will be seen from the figure, is merely the direct connection of 
the valve spindle with the link L which holds the ends of the eccentric 
rods apart, the link being now curved and slotted to permit one or 
other of the ends of the eccentric rods to be brought as nearly opposite 
the pin P as possible, by the turning of the weigh-bar shaft about its 
fixed axis W. This change is attributed to Howe, at the time a work- 
man in Messrs Stephenson's employ at their locomotive works at 
Newcastle. Both figures, slightly altered to show the suspension 
links jS distinctly, are taken from Locomotive Engineering by Zera 
Colbume. For some remarks relating to the invention of this motion, 
see Link Motions and Expansion Gears by N. P. Burg, London, 1870, 
The arrangement was adopted by Stephenson and the gear has since 
gone by the name of the Stephenson Link Motion. 

This motion, in addition to being a reversing gear, is also a variable 
expansion gear, for if the point of suspension of the link is fixed at 
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some intermediate point between U and IT,, as IT,, say, the point P 
will receive a motion compounded of the motion of both the ends of 
the eccentric rods : and this compound motion is very much the same as 
the point would receive if it had been connected directly to an imagi- 
nary eccentric rod, driven by an imaginary eccentric sheave having a 
greater angular advance than either of the actual eccentric sheaves 
and a smaller radius : moreover it also happens that the displacement 
curve of the point P in this intermediate position is such, that with the 
same lap on the slide valve which is required for a proper distribution 
of steam in either of the extreme positions, a proper distribution of 
steam can be obtained for driving the engine with an earlier cut off, the 
point of cut off depending upon the position of the point of suspension U. 

Thus the link moUon was a happy solution of the problem of 
arranging a convenient reversing gear, and a most happy, though 
fortuitous, solution of the greater problem of designing a simple gear 
by means of which expansive working was possible. There seems to 
be some doubt whether this enormously valuable property of the gear 
■was discovered at once, or whether it dawned upon the users and con- 
structors of the gear gradually. It was however thoroughly understood 
in course of time and engineers found themselves in possession of one 
of the most beautiful mechanisms ever invented. 

Once its properties were known it was carefully examined as an 
expansive gear and other forms proposed, varying to a greater or less 
degree from the original ty3>e, the most notable of these being the 
Oooch and the Allan types. There were several other forms brought 
out on the Continent, but most of them were more complex. The 
objects of these different inventions will be described more particularly 
below. It is remarkable that, at the present day, the large majority of 
locomotives and marine engines are fitted with the link motion, almost 
in its primitive form, though on the Continent the Walschaert gear, 
described below, seems to be displacing the link motion for locomotive 
work. 

A modem form of the link motion is shown in Fig. 76, which 
represents a standard motion designed by Mr Holden for the Great 
Eastern Railway Co. The only practical difference between this gear 
and the gear of Fig. 75, is, that the suspending links S (there are two 
links one hiding the other) are jointed with the link at its centre Q. 
The point of suspension can be placed in any intermediate position 
between the extreme positions U and Ui by means of the reversing 
screw R. The valve spindle is connected to the link by the inter- 
mediate valve rod /, sliding in guides G, having ample bearing surface. 
The end of the valve rod is forked, and the pin P passes through the 
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fork and a guiding block M, called the motion block, wbich slides in the 
slot of the link. The link is shown in a position which determines 
positive rotation of the crank shaft, the motion given to the point e 
of the link by the eccentric sheave A predominating over the motion 
given to the point B by the sheave -d,. 

The weight of the gear suspended from the point U is usually 
balanced by a cheese weight carried on an arm forged solid with the 
weigh-bar shall. In this gear however, the weight is balanced by the 
effort of a spring coiled on the weigh-bar shaft. 

It will be observed that when the link is moved Irom one extreme 
poeition to the other by the turning of the weigh-bar shaft, the axis P 
of the motion block must pass the axis Q, at which the link is jointed 
with the suspending rods S. The way the link is constructed to allow 
this to take place, and at the same time to ensure that the centre line 
of the spindle / is central with the link, is shown in Fig. 77, which is 
a cross section of the link through the axis Q. The two side pieces 
carrying the pins for the jointing of the suspension links are usually 
rivetted to the link iteelf By this construction the link and its 
suspension is made symmetrical with regard to a vertical plane which 
contains the axis of the spindle /. 

A recent American design for a locomotive link motion, for the 
particulars of which I am indebted to Mr Mcintosh, Superintendent of 
Motive Power, Central Railroad of New Jersey, is shown in Figs. 79 
and 80. In the general elevation the chain dotted frame is in front 
of the link gear, fiill lines only being employed at the part near 
the cylinder which supports the rocking lever. The end view is 
taken looking in the direction from the chimney towards the trailing 
end. The gear belongs to an engine of the Central Bailroad of New 
Jersey and the engine is one of a number manuGictured for that 
Company by the American Locomotive Company, Dunkirk, N.Y., who 
have kindly supplied the drawings. The engine is driven from a cab 
which is placed astride of the boiler, so that the reversing lever is 
attached directly to the weigh-bar shaft whose axis is W. The link 
is suspended from the centre U, by a single suspension rod 8, which 
is seen better in the end elevation, and it is jointed to the centre 
of the link. The eccentric rods are jointed to the link at centres 
which are slightly displaced towards the driving asle, a construction 
which allows either rod to be brought in line with the centre of the 
motion block M, in the extreme positions. Steam is taken on the 
inside of the valve, so that the eccentric sheaves have to be placed 
as shown with regard to the main crank. The motion block, and with 
it the end of the intermediate rod /, is suspended from a fixed axis X, 
by the short link G, the pin which forms the common joint being clearly 
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seen in the end elevation. The axis of the motion block P is therefore 
constrained to move in the arc of a circle whose centre is at X. The 
other end of the rod / is jointed to a rocking lever R. This rocker ia a 
heavy casting of substantial design, the two arms being well ribbed 
together. Its end elevation is shown in Fig. 80, displaced upwards 
through a distance ab in order to show the parts in end elevation 
clearly. It is placed astride the bar frame, the fixed pins on which it 
rocks being bolted to the frame. The second arm is connected by a 
short pair of links L, to the valve spindle Y. The links 0, 1, and one 
arm of the rocker, really form a four bar chain, of which the engine 
frame is the fixed bar. The introduction of the rocker enables the 
cut off to be equalised at a given fraction of the stroke in a way 
similar to that explained in Article 60. The New Jersey engines of the 
Chautauqua class to which this gear belongs, are a powerful type. The 
grate area is 82 square feet, and the total heating surface is 2967 square 
feet of which 174 square feet are provided by the fire box. The boiler 
is of the wagon top kind, working at a pressure of 210 Iba, per square 
inch, and the barrel is telescopic, the diameter at the smoke box end 
being 6' 8". The centre line of the boiler is 9' 8^" above rail level, and 
the total length of the engine over all is 39' 8^". These engines are used 
to work the service of fast expresses between New York and Philadelphia. 
Fig. 81 shows a general arrangement of a link motion fitted to a 
marine engine. It represents the gear for the intermediate cylinder 
of the port engine, looking aft, belonging to a cruiser of 22,000 
horse power, built for the British Government by Messrs Humphiy and 
Tennant. The link Ee consists of a solid bar passing through the 
centre of a substantial motion block M, being jointed with it by means 
of the pin N, which is slotted to allow the link bar to pass through it. 
The vertical motion of M is constrained by a single guide bar securely 
held by the bracket 0. The motion block in this case is formed with 
a cross-piece at the top so that it can be connected to two valvea This 
method of construction is peculiar to Messrs Humphry and Tennant, 
the more usual way adopted by marine engine builders being to make 
the link up of two solid bars with distance pieces at the ends, the 
motion block being placed between them. The ends of the eccentric 
rods are forked to carry the respective ends of the link. Returning to 
Fig. 81, the link is suspended from the end e by the suspension link, or 
drag link as marine engineers sometimes call it, etl. The weigh-bar 
shaft, of which the cross section is seen at W, runs along the whole 
length of the frame and is common to the four sets of link motions 
belonging to the engine. In order to allow the point of suspension of 
each of the four link motions to be adjusted independently, the joint U 
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Tig. 81. Link Motioh. Uabihe Enqime. 

is carried in a slot formed in the end of the arm WU, the arm of course 
being keyed to the weigh shaft. The position of U in the slot is 
controUed hy the hand wheel Y. 
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The weigh shaft is operated through the lever WZ by means of a 
SDoall steam engine shown to the left. The rotation of the crank shaft 
of this engine is transferred through a worm and worm-wheel to the 
shaft 8, the right-hand end of which passes through, and is supported 
by, journals in the frame F, fixed to the engine standard. The part of 
the shaft S which is between the journals of the frame F is screwed, 
and engages with a nut T to which the fia,me F acts as a guide. The 
rotation of 8 therefore moves the nut, and by means of the connecting 
link TZ, turns the weigh-bar shaft. A wheel R is geared with the 
shaft S, so that the weigh-bar shaft may he operated by hand if neces- 
saiy. The wheel R also acts as a flywheel bo the small steam engine. 

The reversing engine, which is itself reversible, is of the kind shown 
diagram matically in Fig. 149 below, the principle of which is described 
in Article 130. After reading that article it will be understood that in 
addition to the slide valves used for the distribution of steam to the 
cylinders, a valve is i-equired to interchange the steam with the exhaust 
passages when the small engine is to be reversed. This valve is indi- 
cated at G, Fig. 81, and is made of the piston type. It will be observed 
that the valve spindle from G projects below the cylinder, and is con- 
nected, through a bell crank lever k. with a lever L, the upper end of 
which is connected to a rod H lying parallel with the screw cut on the 
shaft 8. A nut N on the shaft moves slowly in its guides as the shaft 
is turned, and in the extreme position at either end of its travel strikes 
a stop fixed to the rod, the distance apart of the two stops being so 
adjusted that when the large nut T has reached the end of its travel in 
either direction, the rod is struck through a small distance, sufficiently 
great however to move the valve G over, so that the steam and exhaust 
passages are interchanged. 

In this way the reversing engine is automatically reversible. Hence 
when steam is turned into it, the effect a, that the nut T moves back- 
wards and forwards in the guides F, thereby swinging the link con- 
tinuously from the fiill ahead to the full astern position and back again, 
thus allowing steam to pass continuously through the main engines 
without driving them continuously in the same direction. The crank 
shaft merely makes oscillations; the engine is ready however to be 
started away at full speed ahead immediately the order is given, 
because to do this it is only necessary to stop the reversing engine 
when the link is in the proper position. An index / attached to tne 
nut N shows the position of the link, and may of course be graduated 
to give the cut off in the cylinder. 

81. The general ang:ular poiltloiii of the eccentric aheaTea. 
The introduction of a rocking shaft reverses, or does not reverse, the 
B. ▼. 10 
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phase of the motion of the valve with regard to the piabon, according as 
the arms of the rocker are on the opposite, or on the same, side as the 
axis of the shaft. Again, the phase may he reversed by taking steam 
on the inside of the valve. The following diagrams show the general 
arrangement of the gear in various cases. In these diagrams the 
obaerver is supposed to stand facing the engine with the cylinder on 
his left, and the crank shaft on bis right, and the crank is on the 
degree dead point, that is, the piston is on the dead point where it 
is just going to begin the instroke. 

Fig. 82 shows the normal case for English locomotives where steam 
is taken on the outside of the valve and the centre of the motion block 
is jointed directly to a continuation of the valve spindle. 

Fig. 83 shows the case when inside admission is used, a method 
sometimes adopted with piston valves, because then the high pressure 
steam is kept away from the glands of the steam chest. Here 
the forward eccentric sheave is set with a lag X, and the backward with 
alagX,. 

If a rocking shaft> is introduced into the gear of the kind shown in 
Fig. 79 the eccentrics should be set in the same way as in the two 
previous cases. If, however, the arms are on opposite sides of the axis, 
the settings corresponding respectively to inside and outside admission 
are shown in Figs. 84 and 86. 

In all these cases the upper half of the Unk is used for positive 
rotation (forward running), and this necessitates the crossing of the rods 
in the two cases where the eccentrics are set with lag, 

86. Examination of the distribution of iteam effected hy 
a link motion. To examine the distribution of steam effected by 
a link motion, displacement curves of the valve must first be obtained 
for different positions of the point of suspension, U, either by drawing 
or by means of a model of the gear. Each position of the point of 
suspension is determined by the angular position in which the weigh- 
bar shaft is locked by the reversing lever, reversing wheel, or reversing 
engine. The point P, Fig, 76, is rigidly connected to the valve, so 
that a displacement curve for P is the same as a displacement curve for 
the centre of the valve. Having obtained a set of displacement curves, 
the common vertical axis of the system may be fixed so that the 
respective leads for the two cycles are equal for a particular curve. 
Then add the lap lines and the piston displacement curve, and the 
valve diagram is complete, 

86. D^nltion of u, A convenient way to distinguish between a 
Bet of displacement curves is to mark them with the numerical value of 
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the quantity which will always be denoted by u. This quantity is the 
distance at which P, the centre of the motion block, stands from Q, the 
centre of the link when the crank is at degrees, that is to say, when 
the piston is on the dead point at the beginning of the instroke cycle. 
Moreover) since the block may stand above or below the centre of the 
link, let +« denote a distance measured above the centre Q, and - u a 
distance measured below the centre Q. When the motion block is at 
the centre of the link, P coincides with Q and u has the value zero. 
In these circumstances the link motion ia said to be in " mid-gear." 

87. Valve diaplaoement ourvei of the Oreat Eaitem ItailwaT 
link motion iUurtrated in Tig. 76. In this gear it will be noticed 
that the line of stroke of the piston is inclined to the line of stroke of 
the valve. As explained in Article 61, to find the angular difference 
between the crank and eccentric sheaves to be used in drawing the 
diagram, the two centre lines are to be brought into coincidence. In this 
example. Fig, 78, the angle between the centre lines is approximately 
eight degrees. When the centre lines are brought into coincidence the 
actual angular advance of the positive eccentric sheave (forward), namely 
112J degrees, will be diminished to 104J degrees, and the actual 
angular advance of the negative sheave (backward) will be increased to 
104^ degrees. Thus, in working out the distribution effected by this 
gear, equal positive and negative angular advances are to be used. 

Displacement curves of the point P are shown in Fig. 86 for 
the following values of «, 

^" 3" li" -If -3" -^'■. 

The centre line is placed to bisect the horizontal distance between 
the points where the 4J" displacement curve cuts the horizontals 
through and 180 degrees. The steam laps are each equal to | inch, 
80 that the lap lines are drawn | inch respectively to the right and 
left of the central, line. The exhaust lap ia zero for both cycles, 
hence the intersections of the central line with the displacement curves 
determine the different release and compression points. Observe, that 
the displacements of the valve are now measured from a centre line 
which is common to the whole family of curves, but which does not 
correspond with the centre of oscillation of any one of them. If, there- 
fore, the laps of the valve were measured according to the instructions 
of Article 47, namely, with reference to the centre of oscillation, they 
would be unequal for any one displacement curve ; and this inequality 
would be different for different displacement curves. It ia more con- 
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vement to fix a common vertical axis in the way Bhown in the figure, 
aad to consider that the valve has equal laps for the two cycles, than to 
refer the laps to a line drawn through the centre of oscillation belonging 
to each displacement curve. 

The connection rod is 585 times the length of the crank, and the 
corresponding piston displacement curve is shown on the diagram. 

A careful examination of this valve diagram will place the student 
in possession of the chief characteristics of the distribution of steam 
effected by the link motion. 

First, fijt the attention on the displacement curve marked w — +i". 
In general shape it is like the curves already considered in connection 
with the simple eccentric gear. Running the eye down it, starting from 
the zero position of the crank, it will be observed that the lead is 
017 inch, and that cut ofT, release, compression, and admission are 
respectively determined for the instroke cycle by the points 

Ci, n. K a,. 

Referring these points to the piston curve and from thence to the 
percentage scale, it will be found that the distribution of steam corre- 
sponding to the position of the point of suspension U, which makes 
« = *i", is 

Cut ofiF, 75 per cent. 

Release, 91 per cent. 

Compression, 92 per cent. 

Admission, 99 per cent. 

Maximum opening for steam, 1'12". 

Maximum opening for exhaust, 1'82". 

These figures are tabulated in the top line of Table 7. Next; look at 
the curve marked u = 3", The lead has increased slightly, and the 
events of the stroke are determined by the points 

c^, r,, kt, a,, 

the percentages corresponding to which are shown in the second line of 
the table. 

When u = 1^" the lead has agaiu increased, and now the points 

<h, r,; kt, o, 
fix the distribution. 

Examine next the curve marked u » — 4^". Starting from the top 
of the diagram and running the eye down, it will be seen that the 
opening for steam on the dead point degrees is equal to the lead 
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when u = + 4^", but that as the crank angle increaseB positively, the 
displacement curve almost immediately crosses the lap line, showing 
a cut off at Ai. From this point no steam can get into the cylinder 
until the curve reaches C,, but then the pressing is acting to oppose the 
motion of the piston. It is evident, therefore, that the distribution 
is such, that the engine cannot be driven by the steam in the positive 
direction. But now etart from the 360 degrees crank position and run 
the eye upwards along the ourve. The lead is 0*17 and the points 

C„ R,, K,, 4, 

determine a distribution which is practically the same as that deter- 
mined by the displacement curve u = + 4^", providing the crank angle 
be reckoned from 360 backwards up to degrees, that is providing the 
crank turns in the negative direction. Thus, when steam is admitted 
to the cylinder, the crank shaft will turn in the negative direction. 
Similar considerations apply to the curves u = — 3" and u=- 1}". 

Consider the curve corresponding to w = 0, Starting from the zero 
position of the crank and running the eye downwards, it will be found 
that the lead has a maximum value, and that cut off takes place very 
early, namely at 13 per cent, of the stroke. Release occurs at 52 per cent, 
and compression at 62 per cent, of the return stroke. Again, starting 
from the crank angle 360 degrees and working upwards along the 
curve, it will be found that the distribution effected is to all intents and 
purposes the same as found from as the starting point. That is 
to say, the distribution is such that it is equally able to drive the 
engine in the positive or the negative direction, if it can drive the 
engine at all. If the cut off at mid-gear is uot excessively early, there 
may be enough positive work done during the stroke to overcome a 
light load, such as the engine friction. For instance, a locomotive 
running light and in the forward direction, may continue to run 
forward when the link motion is brought into mid-gear. If the engine 
be reversed it may continue to run backwards when the link motion is 
brought into mid-gear as before. Thus, for this one position of the gear, 
the engine may be running either forwards or backwards, 

For the outstroke cycle, start the consideration of the displacement 
curves marked with positive values of u from 180 degrees, and work 
downwards. For the displacement curves marked with negative values 
of «, start also from 180 degrees, but work upwards. All the points 
giving the distribution of the outstroke cycle are similarly lettered to 
those of the instroke cycle, but are distinguished by having a circle 
drawn round the letters. 
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The results for both cycles and for the seven values of u stated, are 
collected together in Table 7. Each horizontal line of this table corre- 
sponds to one definite indicator diagram. For positive values of u the 
crank shaft will rotate in the positive direction, and for negative values 
in the negative direction. 

The transference of all the points concerned, to the piston curve 
horizontally, and then to the percentage scales vertically, is somewhat 
tedious. The labour may be considerably reduced by the use of one of 
Zeiss' glass scales for the percentage scale, guiding it over the diagram 
by the T-square. For instance the cut off point c„ projected horizon- 
tally on the piston curve, gives the point Q. Placing a glass scale, 
which is divided into 100 parts, across the diagram, its centre corre- 
sponding with the centre line and its extremities with the vertical 
boundaries of the piston curve, the percentile position of Q can be 
read off with reference to either dead point at will. 

The maximum openings of the ports for steam and exhaust can 
easily be read ofT the diagram. Comparing these, it will be seen that 
there is considerable variation between the maxima for a given curve. 
In other words, the centres of oscillation of the several curves do not 
fall upon the centre line of the diagram. This is one of the defects 
of the link motion, and nothing can be done to remedy it without 
changing the type of the gear altogether. It is not a serious error 
practically. The drawing of the centre line to give equal leads corre- 
sponds with that method of setting of the valve where the valve 
spindle is adjusted in length until this equality of lead is secured. 

It will be observed that the displacement curves (shown in full lines) 
relating to forward running, intersect one another approximately at a 
point just below the horizontal through degrees. If a horizontal is 
drawn through the point corresponding to 5 degrees on the vertical axis, 
it will pass through this common intersection of the curves. If there- 
fore the zero of the vertical scale could be moved down 5 degrees, the 
leads for varying positive values of u, could be made more nearly equal. 
This may be accomplished by increasing the angular advance of the 
forward eccentric sheave 5 degrees, at the same time decreasing the 
angular advance of the backward sheave by an equal amount, so that 
the angle between the sheaves themselves remains unchanged. The 
leads at the 180° dead point would also be equalised by this change. 
Hence, by setting the eccentric sheaves with slightly different angular 
advances, the leads may be approximately equalised for varying positive 
values of u. The leads for back gear, however, suffer by the change, the 
original inequalities between them being increased for varying negative 



lyGoogle 



Tn] Reveraing Gears. Link Mbtiwis 163 

values of u. This method of setting the sheaves was pointed out by 
Zeuner in his Treatise on Valve Gears, it is however rarely employed. 

The chief characteristics of the link motion may now be summarised : 

(1) The lead of the valve is not constant for all positions 
of the suspending point V. It increases from full gear, where u 
has a minimum positive or negative value, to a maximum at mid- 
gear, where u = 0. In the diagram it will be seen that the lead 
increases from 017" at full gear to 0-31" at mid-gear, 

(2) The cut off takes place earlier in the stroke as u is 
decreased, being a minimum when « = 0. 

(3) Release takes place earlier in the stroke as u is decreased. 

(4) Compression takes place earlier in the return stroke as u 
is decreased. 

(5) Admission takes place earlier as u is decreased. 

(6) The centre of oscillation of the valve changes as u changes. 
This is shown on the diagram by the unequal openings of the ports 
both for steam and exhaust. 

It may be stated with reference to locomotive working that, in general, 
all the events of the stroke require to take place earlier as the piston 
speed is increased. Bearing this in mind it would be difficult to devise 
a more appropriate mechanism than the link motion for a locomotive 
gear. All the exacting conditions of the service are, if not exactly 
fulfilled, very nearly complied with. It is remarkable that the charac- 
teristics of the link motion which make it so valuable were, if tradition 
be true, unknown alike to the inventor and to the engineers who first 
used it. and that its subtler properties were only discovered in the use 
of it as a reversing motion. 

68. Fercenta«e and port opening diagrams. Having obtained 
a sufficient number of displacement curves, it is an easy matter to 
construct diagrams from which the distribution of steam and the port 
openings may be found for any assigned value of u. Such diagrams are 
shown in Figs. 87 and 8S for the Great Extern Railway link motion. 
In Fig. 87 the percentages given in Table 7 are plotted vertically over 
the corresponding values of u set out horizontally, and curves are drawn 
through the points so obtained. Hence for a given value of u, positive 
or negative, the corresponding distribution of steam is fixed by the 
points where a vertical line through the given value of u, cuts the 
curves. The port openings are plotted in a similar manner in Fig. 88. 
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TABLE 7. 
Iifnk moUon. areat Eastam Railw^. 

The let ton on the drngr^tnB have the following significance. 
Initroke cyei«. Poiitive rotatvm. {Fortnard.) 
a^admijisioD, e— cutoff, r=releaae, it=con)pTeBaion. 

A'egatioe rotation. {Bacheard,) 
A^admiaaioa, f7=cut off, il^release, f =compTMBioa. 
Ouatrote eyei«. The same as above onlj with riDgs round them. 

Instrokb cycle. (Back port.) 

Leftd Maiimom Uatimnm 



u 


Cutoff 




DoinpTssai 


on Admission 


in 
inohes 


openinB. 


opening, 
exbsnst 


+ 4!" 


76-3 


91 


92-3 


99-7 


017" 


112" 


1-82" 


+ 3" 


60-5 


84-7 


860 


990 


0-25" 


0-71" 


1-50" 


+ir 


37-1 


73-2 


70-5 


96-5 


0-29" 


0-41" 


1-26" 





13-4 


52-5 


48-5 


86-5 


0-31" 


0-81" 


119" 





13-2 


51 


47-5 


86-5 


0-31" 


031" 


119" 


-li" 


37-0 


720 


69-6 


96-5 


0-29" 


0-41" 


1-26" 


-3" 


69-5 


84-0 


850 


99-0 


0-25" 


0-70" 


1-47" 


-41" 


750 


81-0 


92-5 


99-7 


017" 


iir 


1-77" 






OUIBTBOKE 


CYCLE. (Front poii;.) 






+ 4J" 


72-3 


92-3 


910 


99-7 


017" 


0-96" 


1-99" 


+ 3" 


67-1 


850 


84-7 


98-8 


0-25" 


0-63" 


1-58" 


+ li" 


331 


70-5 


73-2 


96-2 


0-29" 


0-39" 


1-28" 





12-5 


48-5 


525 


880 


0-81" 


0-31" 


119" 





120 


47-5 


51-0 


87-5 


0-31" 


0-31" 


iir 


-li" 


29-5 


69-5 


720 


95-6 


o-2r 


0-39" 


1-28" 


-3" 


64-9 


850 


840 


98-3 


0-26" 


0-60" 


1-57" 


-^' 


740 


92-5 


910 


99-7 


017" 


0-90" 


1-97" 



The release points rjrjrjr, become tho compression points for the OutBtrokeCjcle. 

The compression points kj i-, i^it, become the release points for the Outatroke Cycle. 

The release points R^H^R^Rf become the compression points for the Outstroke 
Cycle. 

The compression points EtK^K^K^ became the release pointa for the Outstroke 
Cycle. 
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Fig. 88. Fercentaoe and Port Opbnino Duqrahs corrbspomding 
TO Table 7. 
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The dif^ram may be used to find the value of u corresponding to a 
given cut ofiF. For instance, suppose the value of u and the distribution 
of steam to be required when the cut ofiF is 40 per cent, of .the stroke, 
instroke cycle, in back gear. The point C fixes the place on the instroke 
cycle backward gear curve where the out off is 40 per cent A vertical 
through this point shows that u must be - I'V inches, and that release, 
compression and admission occur respectively at 74, 71, and96J percent. 
of the stroke. Continuing the line through to the port opening 
diagram below, the corresponding lead, and port openings have the 
values 028", 045" for steam, and 1'28" for exhaust. The quantities for 
the outstroke cycle can similarly be read off. If the 40 per cent, had 
been given with reference to the outstroke cycle a vertical through © 
would have fixed the different percentages and port openings. 

The displacement curves in Fig. 86 are sensibly influenced by small 
changes in the position of the weigh-bar shaft as will be understood 
fivjm Article 99 below, where it is shown how to choose the position of 
the shaft to equalise the cut off at a given fraction of the stroke in both 
forward and backward gears. There will therefore be slight changes in 
the shape of the curves Figs. 87 and 88, corresponding with the changes 
in the shape of the displacement curves. 

The curves. Figs. 87 and 88, also depend upon the setting of the 
valve gear. In these figures they correspond to the setting where the 
length of the valve spindle is adjusted to give equality of lead for 
u = 4^", and this corresponds with the position of the common vertical 
axis TT, in Fig. 86. A slight change in the length of the valve spindle 
would require a corresponding lateral change to be made in the position 
of the axis TT, relatively to the valve displacement curves, but the 
piston displacement curve and its attendant percentage scales would 
move with the axis. The leads, port openings, and the percentages 
of all the events given by the diagram would change slightly, and there 
would be consequent modifications of the shapes of the curves in Figs. 
87 and 88. A point peculiar to link motions used with locomotives is, 
that on service the vertical distance between the centre of the weigh- 
bar shaft and the centre of the crank axle is always changing, because 
the weigh-bar shaft, and in fact the greater part of the valve gear, is 
carried by the spring supported frames of the engine, whilst the centre 
line of the crank axle is at an invariable distance from the rail level. 
When the engine is unloaded, as is the case when the valves are set 
in the erecting shop, it stands high on the springs, but when loaded 
for service it settles down on the springs. If therefore the valves are 
set in the erecting shop to give exact equality of lead at mid-stroke, or 
at full gear, the engine being unloaded, when the engine is loaded for 
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service this equality would be destroyed, and the curves corresponding 
to those of Figs. 87 and 88 would be slightly modified. The changes 
are greater if the axis of the valve gear is inclined to the line of stroke. 
Also the expansion of the valve spindles when heated by the steam 
tends to decrease the lead at the front port and increase it at the back 
port. All these facts must be borne in mind when setting the valves 
and duly allowed for by so setting the valves in the unloaded and cold 
condition of the engine that in the average loaded and hot condition 
there is equality of lead at, say, full forward gear. One of the advantages 
of the link motion, including the modifications of it described below, is 
that the vertical movement of the spring supported part of the gear 
relatively to the crank axle, does not seriously interfere with the distri- 
bution of the steam or with the leads, and although curves like those 
of Figs. 87 and 88, which correspond to one setting of the gear, are 
modified in shape, yet the modification is slight. 

It is to be understood then that the curves in Figs. 87 and 88 only 
represent conditions corresponding to the position of the weigh-bar 
shaft, and to the position of the axis TT, shown in Fig. 86. 

89. Unk motion with croned rods. An alternative way of 
connecting the eccentric rods to the link is shown in the diagrammatic 
sketch at the top of Fig. 89, forming what is called a link motion with 
crossed rods. In order to ascertain to which of the two types a 
particular link motion belongs, turn the crank into the position where 
both eccentric radii are pointing towards the link. If the rods are 
uncrossed in this position the motion belongs to the open rod type, if 
crossed, to the crossed rod type. 

The peculiarities of the distribution of steam determined by a link 
motion of the crossed rod type may be studied from the displacement 
curves shown in Fig. 89, which were constructed from the Great 
Eastern Railway gear just considered after crossing the rods, everything 
else remaining the same. 

Comparing the valve diagram with that for the same gear with open 
rods. Fig. 86, notice 

(1) The value of u is now negative for positive rotation and 
positive for negative rotation. 

(2) The lead decreases as u is decreased, being a minimum in 
mid-geai'. 

(3) The displacement at the dead points is reduced so much 



lyGoogle 



158 Valves arid Valve Gear Mechanising [CH. vn 

that the tap must be reduced to \ inch in order to get sufficient 
lead for the full gear curves, whilst for mid-gear, even with this 
reduced lap, the lead is nil. 

(4) The percentages at which the events of the stroke occur 
for corresponding values of u in the two valve diagrams are 
considerably altered. 

(5) The travel of the valve is reduced. 

This comparison of the two diagrams will indicate that to get a 
workable motion giving a distribution of steam comparable with the 
open rod type, appropriate increases must be made both in the 
eccentric radii and in the angular advances. 

It should be understood that the valve diagram for the crossed rods. 
Fig. 89, does not represent an actual case. It is obtained from the 
Great Extern Railway motion, which was designed for open rods, by 
crossing the rods without altering any of the other quantities except 
the lap, the object being to bring out the peculiarities of the types by 
contrasting the distributions of steam they respectively determine, 
when the only difference between them is that the one has open rods, 
the other crossed rods. Crossed rod motions may be designed to give 
equally good distributions of steam for various values of u as open rod 
motions. 

The distinguishing characteristic of the crossed rod type, is that the 
lead decreases as the motion is brought towards mid-gear, being a 
minimum at mid-gear. 

90. Valve dliplacement currei of the Oreat Eastern Railway 
link motion, arranged for Iniide rteam admlwlon. A reference 
to Article 42 will recall the statement that if a simple valve gear is 
designed for outside steam admission having an angular advance 0, then 
it may be set for inside steam admission by merely altering the angular 
advance to an angular lag X such that 

\ = (180-0) degrees. 

This principle remains true for a Stephenson link motion. Conse- 
quently if the angular advance of 104^ degrees is changed to an 
angular lag of 75^ degrees the displacement curves of the valve will 
be such that steam requires to be admitted on the inside edge and 
released at the outside edge of the valve, the steam pipe and exhaust 
pipe being of course interchanged. This arrangement may be, and is 
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aometimee, adopted with piston valves, because the high-pressure steam 
inside the valve has no tendency to blow the valve off the face of 
the ports, as would be the case with the ordinary slide valve. 

A set of curves corresponding to angular lags of 75i degrees for both 
the forward, and the backward eccentric sheave, is shown in Fig. 90, 
and with the exception of the change in the angular advance, the other 
dimensions of the gear remain the same as those shown on the skeleton 
diagram above the displacement curves for outside steam admission, 
Fig. 86. 

Looking at the skeleton drawing above Fig. 90, it will be noticed 
at once that the change from angular advance to angular lag results in 
the crossing of the eccentric rods, but an examination of the corre- 
sponding displacement curves will show that the lead increases as the 
link is moved trom Aill gear towards the mid position. The reason is, 
that although the crossing of the rods results in a shght increase of the 
distance of the valve from its central position as the link is brought 
towards mid-gear, as in the case of the gear with angular advance 
and crossed rods, yet this increased distance corresponds to an increased 
lead because the lap is set out on the inside of the valve. The 
eccentric rods may of course be connected to the link so that they 
are " open," in which case the upper part of the link determines 
n^ative rotation, and the lead decreases from a maximum at full 
gear to a minimum at mid-gear. 

Returning to the valve displacement diagram. Fig. 90, the full curves 
are those for positive rotation, or forward running, and the dotted 
curves for negative rotation or backward running. The events of the 
stroke for the instroke cycle, when u = + A^ inches, are indicated by 
the letters 

ci, n, K. oi. 

and, remembering that r, is the same point as (g , and jfc, as (g), the 
corresponding events for the outstroke cycle, by the letters 

©. h. n. ©■ 

Referring these points to the piston curve, and from thence to the 
appropriate percentage scale, it will be found that the instroke cycle is 
specified by 

Admission 99'7 per cent. 
Cut off 69J „ 

Release 90 
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and the outstroke cycle by 

Admission 99'7 per cent. 

Cut ofiF 78 „ 

Release 93 „ 

Compression 90 „ „ . 

Comparing these figures with those for imtide admission. Table 7, it 
will be seen that there is substantial agreement between them. The 
differences are due to the several obliquities of the rods influencing the 
results in different ways. No difficulty will be found in constructing 
a table corresponding to Table 7 from the diagram. The points deter- 
mining the instroke cycle for the value of u = — 4J inches are shown by 

C„ R,. K,. Au 

the points for the outstroke circle being ringed. 

A set of displacement curves for angular lag and open rods would 
be generally similar in character to those of Fig. 90, but the fiill curves 
would be dotted and the dotted curves full. 

91. To draw the valve displacement curvei of a Stephen- 
son link motion. The only correct way to obtain the displacement 
curve corresponding to a given value of m, is to set out the link 
motion in a series of positions, 24 say, obtaining thereby a series 
of corresponding values of the valve displacement and the crank angle. 
Plot these values and draw a curve through the points so obtained. The 
method is most easily explained in the form of the following problem. 

Problem. Given the dimensions of a link motion, the position of 
the point of suspension of the link, and the crank angle, $ ; find the 
position of the link. 

(1) Set out the crank at the given angle 0, Fig. 91 ; measure 
from it the two given angular advances ^i and ^,, and fix the centres a 
and b of the ends of the eccentric radii. 

(2) From a and b respectively as centres, and with a radius equal 
to the length of the eccentric rod, draw the arcs e,ei, and EiEj. 
Then the end centres of the link must lie respectively on these two 
arcs. Set out W, the centre of the weigh-bar shaft, and the given 
position of the point of suspension U. 

(3) From V as centre, with a radius equal to the length of the 
suspension link, draw the arc C,C,. Then the point of attachment 
of the link to the suspension link must lie on this curve. 
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Thua, the three centres of the link must lie Beverally on these 
respective arcs. 



f^a. 




Fig. 91. Tbb Dbtbrhi nation op a Litnc Position bt "pittimo" 
A Template to three Arcs. 

(4) Make a template, curved to the radius of the link (this radius 
is usually equal to the common length of the eccentric rods), and mark 
on its edge the three points e, E, and C, where the eccentric rods and 
the suspension rod are respectively attached. Then "fit" these centres 
to the three curves as shown in the figure, thus fixing the position of 
the centre line of the link. The point P, where the centre line of the 
link cuts the line of stroke of the valve, fixes the corresponding position 
of the valve. This point may be projected down to the horizontal line 
corresponding to the angle, 6, of the crank, giving one point on the 
displacement curve corresponding to the given centre of suspension. 

(5) Repeat this process for the 24 positions of the crank and then 
sketch in the displacement curve. 

If a value of it is given instead of a position of the centre U, place 
the crank at degrees and find the position U must occupy so that the 
centre of the link stands at the given distance u trom the line of stroke 
of the valve. 

Fig. 92 shows the link in 12 positions, and the corresponding 
displacement curve for the Great Eastern Railway motion already 
considered, when u = 0. 

Repeat this construction for different values of u, or V, getting in 
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this way a complete family of valve displacemeat curves. Then add the 
vertical axis TT so that a stated condition of valve setting is satisfied, 
as for instance, that the leads shall be equal in full forward gear. 



^^J 



>.««►■ 



Vo/ce Spiadte 



Fiff. 92. Link Motion, illusteatrd in Fig. 76. Twelvz Link 
Positions ani> the Valvb Displacehknt Curve for Mid-Ozar. 

The eccentric circle is divided into 24 parts, starting first from the 
end of the forward eccentric, and then from the end of the backward 
eccentric, so that the points of the two series of divisions do not 
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necessarily coincide as they appear to do in the figure. The points 1 
and 8, for instance, are not coincident, but are very nearly so in the 
case taken. 

92. The mppresiion of the eooentrlo rods. The valve dis- 
placement is small compared with the size of the parts forming the 
gear. If the gear is set out to scale, therefore, the displacement to be 
measured off becomes too small to obtain a valre diagram from which 
the distribution can be inferred with much accuracy. Consequently, it 
may be taken as a cardinal rule that the gear should be set out full size 
so that the valve displacement curves may be obtained full size. The 
setting out of a link motion, full size, in 24 positions for each value of u 
taken, is tedious and troublesome. The labour may be considerably 
lightened by using a template to draw the curves e,, e,, and E,, Et, in 
which the ends of the eccentric rode are located. Referring to Fig. 93, 




Fig. 93. Use of a Templatr to dii&w the Locub op the end 
OF AN Eccentric Bod for a given Crank Anole. 

it will be seen that if a template curved to the radius of the eccentric 
rod (the template already made for the centre line of the link will 
usually do for this purpose providing its edges are finished true with 
the curve in the way explained in Article 35 and shown in Fig. 28) be 
placed as shown, it will fit the path e,e,, and its radial line QR will 
be parallel to the line of stroke of the valve, or what is the same thing, 
its long edge CD will be at right angles to the line of stroke of the 
valve. If the eccentric circle is brought towards the link a distance 
equal to the length of the eccentric rod, the point a will coincide with 
the point Q. Hence, in setting out the construction. Fig, 91, draw the 
centre of the crank shaft nearer the weigh-bar shaft by a distance equal 
to the common length of the eccentric rods, and set out the curved 
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paths CiC, and £",.£, by means of the template, placing the point Q 
succeBsively at a and b, and working with the edge CD against the edge 
of a T-square, in the way illustrated in Fig. 28. 

If the gear is to be set out in 24 positions of the crank, there will be 
24 points corresponding to a and 24 corresponding to b. It is advis- 
able to first draw all the curves passing through the 24 positions of a 
in red, and the curves passing through the 24 positions of 6 in blue, 
clearly numbering each curve with the number of the corresponding 
crank position. Then the link template may be fitted in succession 
to the several pairs of paths and to the curve (7,Cg and its 24 positions 
drawn in. The several intersections of the link with the line of stroke 
of the valve then fix 24 positions of P from which the displacement 
curve can easily be drawn. 

It is also advisable to draw the set of link positions for a' given 
value of u on a sheet of tracing paper, taking a fresh sheet for each 
value of u. 

93. Slip. The axis of the motion block M, Fig. 76, is guided 
in a straight line by the intermediate spindle /. 

Any point in the centre line of the link is compelled to move 
in a path determined jointly by the oscillation of the link about its 
axis of suspension, due to the action of the eccentric rods, and to the 
swinging of the link as a whole about the fixed axis of suspen- 
sion U. 

Thus, when the axis of the motion block is brought to coincide with 
a definite point on the centre line of the link by the turning of the 
weigh-bar shaft into a definite position, the coincidence is only moment- 
ary, since each point moves away from the position of coincidence 
along a different path as the crank rotates. Hence there must be 
slight relative sliding between the block and the link in order that the 
axis and the point may each be able to describe their respective paths. 
This relative sliding is called " slip." It will be remembered that the 
quantity u was defined in Article 86 to be the distance of the axis 
of the motion block from the centre of the link when the crank was in 
the zero position. Owing to the " slip," u changes continuously in 
value during the rotation of the shaft, returning to its stated value 
each time the crank passes through its zero position. 

The distance from a curve showing the actual path of a point on 
the centre line of the link corresponding to a stated value of u, measured 
along the link, to the corresponding point on the path of the centre of 
the motion block, is the slip for that particular link position. Various 
methods of suspending the link and constraining the motion of the 
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intermediate spindle or link have been used from time to time with the 
object of reducing the slip to a minimum. Qood general results for all 
positions of the gear are obtained by guiding the intermediate spindle 
in a straight line and by swinging the link from its centre as shown in 
Fig, 76. Better results for one or two particular positions of the gear 
can be obtained by varying the method of suspension and constraint. 

Ll'/.B— «*• A 



-^^A. 



-^d=^ 







Fig. 94. Link Motion, Fio, 76. Paths of Points on the cehtbb 

LINB OP THE LlKK BFECIFIBD BT THB OIVBN VALUES OF U. 

A series of link point paths for the Great Eastern Railway motion 
already considered is shown in Fig, 94, the values of u to which they 
correspond being written against them. Consider the curve for which 
u = 4J". The horizontal straight line AA represents the path of the 
axis of the motion block. At the point 0, the axis is 4J" from the centre 
of the link, and the crank is in the zero position. The other figured 
points on the curve mark the successive positioos occupied by the point 
on the centre line of the link, 4|" from the centre, as the crank passes 
through the corresponding positions. The distance from any one of 
these points to the corresponding position of the axis of the motion 
block, measured along the link, is the instantaneous value of the slip. 

The point path for mid-gear is an arc of the circle described by the 
centre of the end of the suspension link. 



lyGoogle 



V(dve8 and Valve Gear Mechanisms 



[CH. 



Fig. 95 shows the point paths coirespoadiDg with the various values 
of u indicated, and at the same time the corresponding paths of the 
ends of the link, to a small scale. 



iiiL 
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Pig. 96. Link Motion, Fig. 76. Link Point Paths. 

94. Apparatus fbr drawing valve dliplaoement curvei 
mechanically. The labour involved in drawiug out a set of dis- 
placement curves is considerable. Many drawing offices are provided 
with a skeleton link motion, the diflferent parts of which are adjustable, 
so that it may be arranged to represent any link motion in course 
of design. Parts representing the connecting rod and piston are 
combined with the valve gear, so that when the crank is placed at 
any angle the corresponding position of the piston and the valve may 
be observed, and thus all the peculiarities of the distribution effected 
by the gear may be studied. In some cases apparatus is added by 
means of which displacement curves may be drawn, usually in the form 
shown in Fig. 39. 

Fig. 96 represents an apparatus of a simpler kind than that usually 
employed for the purpose of investigating the properties of a link motion, 
which was designed by the author for the Mechanical Engineering 
Department of the City and Guilds of London Technical College, 
Finsbury. The eccentricities, angular advances, lengths of the eccentric 
rods, position of the weigh-bar shaft, and the length of the arm of the 
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weigh-bar shaft which fixes the point of suspension ; are all adjustable 
within reasonable limits. Simplicity is obtained by omitting the con- 
neccing rod and piston altogether, a graduated ring being used in order 
to fix the crank angle corresponding to a given valve position. 



Fig. 96. Adjustable Apparatus for drawing thb Valve 
Displacement Cukvbb. 

What is obtained from the apparatus is a family of rectangular 
displacement curves, like those for example shown in Fig. 86, These 
curves are drawn on the drum seen to the left of the figure. The 
piston displacement curve can be quickly and accurately drawn on the 
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diagram, and then the additions of a common vertical axis and the lap 
lines convert the drawing into a valve diagram from which all the 
circumstances of the distribution can be found. 

96. Approximate valvt displacement ourrei. Equivalent 
eccentric. For a given value of w, the actual movement of the valve 
is nearly the same as it would be if the valve spindle were connected 
directly to a long eccentric rod driven by a sheave on the crank 
shaft, having a certain eccentric radius p and being set at a certain 
anguUr advance i^, p and ■^ being found by the following rule, due 
to Mr Macfarlane Grey. 




Fig. 97. Macpablane Gret's gonbtructtion for the Equivalent 
Eccentric. 

Let Oa, Ob represent the centre lines of the two sheaves driving the 
link motion, 0i and ^ being the angular advances. Draw an arc of a 
circle through the points a and b, using the radius, R, found &om 
the formula 

sxl 
2k • 



R = 



where a is the distance between the points a and b, I is the common 
length of the eccentric rods, and k is the length of the link eE. 

Take a point p in the arc ah so that it divides the arc in the same 
proportion that the axis of the motion block divides the distance 
between the end centres of the link. That is, 

ap:pb = eP: PE. 
Then Op is the radius, p, of the "equivalent" eccentric, and ^ is 
its angular advance. From these data the corresponding displacement 
curve may be set out. It is of course a cosine curve, having the value 
pq when the crank is in the zero position. 

The dotted curve. Fig. 98, is the approximate displacement curve 
found by this method for the value of u, + 4J", the data being those of 
the Great Eastern Railway motion. It is shown full size. 
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Fig. 98, Link Motion, Fio. 76. Compabisoii of the actual Displacb- 

HBNT CORVK, BHOWN FULL, WITH THB AFPROXIUATE DiSPLACEHEHT CuBVE, 
BHOWM DOTTBD, C0BBE8P0NDINQ WITH THB " EqCHVALENT ECCENTRIC " 
FODKD BY HaCFARLANE QrEV's CONBTRDCTION, FOR U=4^". 
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The. radius used for drawing the arc is in this case 847". The 
corresponding equivalent eccentric is defined by 
p = 1-86", ^}>■ = l2^ degrees. 
The full line shows the actual displacement curve and is of course the 
same as the corresponding curve of Fig. 86. A coinparison of these 
curves shows that at the beginning of the strokes, when the crank angle 
is either or 180 degrees there is almost coincidence. The greatest 
error occurs in the maximum openings. If the piston displacement 
curve be added it will be found that the cut off given by the dotted 
curve is within 3 per cent, of the actual cut off, whilst the release, 
compression and admission events are within less than 1 per cent. 

96. Oeneral theory of the link motion. SlmpUfled fbrm of 
^ar and Its equivalent eooentrio. The theory of the link motion 
and its derivatives, the Gooch and Allan gears, will be more easily under- 
stood if the simpler form of gear shown in Fig. 99 is studied first. This 
form, though not practicable, yet retains the fundamental principles of 
the actual arrangement and allows these principles to be developed 
without mathematical complication. 




Fig. 99. SlMPLtPlBD FORM OF LiNK MOTION. 

In the figure the link is represented by the straight line Ee, the 
eccentrics by the cranks OA, QB, now rotating about separate axes, 
and Q. The valve is connected to the link Ee at the point P, and it is 
presumed that the valve and rod can be moved bodily up or down 
so that P can be placed in any assigned position on Be. Finally, the 
respective ends of the link are assumed to move along the straight 
parallel lines eO, EQ, and the eccentric rods are supposed to be so long 
that the respective motions of e and E are not sensibly different from 
the horizontal projections of the circular motions of A and B. 

Each crank is supposed to revolve with equal angular velocity, fix)m 
which assumption it follows that the angle between the craidu will 
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remain constaat. Let k be this constant angle, and let a be the angle 

between the crank OA and the centre line. The movement of the 

point P is compounded of the movement of the points e and E. This 

movement may be analysed into its separate components by examining 

the motion P receives from the crank OA, assuming the crank QB to 

be at rest ; and then the motion it receives from QB, assuming OA 

to be at rest. The points E^ and e« indicate the respective central 

positions of the ends of the eccentric rods. 

Fiist, assume the point £ to be at rest in its central position E^. 

Then when the eccentric OA, whose radius is r,, is turned so that it 

makes the angle a with the centre line, the distance, e,c, of the point e 

from its central position is 

ri cos a, 

and since the link is turning about the point E,, the corresponding 

distance of P from its central position is, assuming the angular motion 

of the link Ee to be small, 

PE ^ 

-=-x r, cos a = -i,, say. 

Again, assume the point e to be fixed in its newly acquired position, e, 
whilst the eccentric QB, whose radius is r,, is turned so that it assumes 
its proper position relative to OA. Then the distance, E^E, of the 
point E from its central position is 

r, cos (a — k), 
and P moves from the position into which it was brought by the 
turning of OA by the amount 
Pe 

The total movement of P from its central position when the eccentrics 
have the configuration shown in the figure is therefore 

„ . „ PA' Pe , , 

Xt + X,= -p- Ti cos a + ^ Tj cos (a - k). 

From this expression the distance of P from its central position can be 

calculated for any value of the angle a when the position of P is 

assigned in the link and r,, r,, and k, the angle between the eccentrics, 

are known. The graphical interpretation of this expression readily 

exhibits the charEicteristics of the motion of P. 

From any point 0, Fig. 100, draw OA, OB parallel to the respective 

eccentrics in Fig. 99, and make OA = r, and OB = r,. 

PE 
On OA take Oa = to p— x r,. Then Ox, is equal to X,. 



IS (a— ic) = Xt,s&y. 
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On OB take Ob = to J* x r,. Then Ox^ is equal to Z,. 

Complete the parallelogram OaCb, and draw the diagonal 00. Then 
the distance dC = the difitance Ow,, and therefore Ox, is equal to 
X, + Z,. But Oa^ is the projection of the line DC. Therefore the 
displacement of P from its central position is represented by the 
projection of the diagonal 00. Not since the cranks revolve so that 
the angle « remains constant in value, the angle AOB will remain 
constant whatever be the value of a. Also, since during the revolution 
of the cranks the point P divides the link Ee in a constant ratio, the 
respective distances Oa, Ob, remain constant. Therefore the diagonal 
remains constant. Hence, as the eccentrics revolve, the parallelogram 
OaCb revolves about without changing its shape, or its angular 
position relatively to the lines OA and OB. Hence, since the projec- 
tion of the diagonal always gives the distance of the point P Irom its 
central position, OC, it is the " equivalent eccentric " for the motion 
of the point P. 

A 

A \ 

A./ \ \ 

Pig. 100. Equivalent Eccentric corrbspohdino with the 
Simplified Obar, Fio. 99. 

Again, the point a divides the line OA in the same proportion that 
the point P divides the link Ee. Also 6 divides the line BO in the 
same proportion that P divides the link Ee. Therefore 

Aa:aC = Cb: hB, 
and the angles AaC and CbB are equal. Therefore the triangles AaG 
and CbB are similar. Since, therefore, aC is parallel to bB, AC is 
parallel to OB, but G being a common point, the lines AO anA CB are 
in the same straight line, and this line is divided by the point in the 
same ratio that a divides OA, that is in the same ratio that P divides 
the link Ee. Hence to find the equivalent eccentric for a given 
position of JP: — 

Set out the two eccentrics from a common point 0, making the 
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constant angle w with each other. Join the ends with a straight 
line and take the point C bo that it divides AB in the same ratio 
that the assigned position of P divides the link Ee. Join OC. 
Then 00 is the equivalent eccentric for the motion of P. 

The equivalent eccentric is shown dotted in Fig. 99. It will now be 
understood that, if the equivalent eccentric be made a real eccentric, 
and if the point P is connected to it by a real eccentric rod, and both 
the actual eccentrics and the link be taken away, P, being constrained 
to move in a straight line, will receive the same motion from the single 
eccentric that it actually received from the combined action of the two 
actual eccentrics and the link. ' 

The link in Fig. 99 will receive the same motion if it is driven by 
the equivalent eccentric and either of the actual eccentrics, the other 
being suppressed. 

For instance, suppose OA to be connected to the link as before, the 
dotted equivalent eccentric gear to be made into a real gear and the 
eccentric QB and its gear to be suppressed altogether. Every point in 
the link wilt move in exactly the same way as it did under the joint 
action of the cranks OA and QB. 

Examining the motion of the point E, it will be found that it may 
be considered due to an imaginary eccentric QB found by joining the 
points A and and taking B so that 

AO:OB = eP:PE. 

97. Approximate theory of ttae Stephenson link motion. 
Bqulvalent eccentric. Passing irom the simplified form. Fig. 99, to 
the actual form. Fig. 101, the main differences in the conditions of 
motion of the link are : — 

(1) The point P is compelled to move in an exact, or in some 
cases an approximately horizontal line, so that when its position 
is changed relatively to the link, the link itself must be raised 
or lowered. 

(2) The point e moves nearly in a line, passing through the central 
position «o and the centre of the axle ; and E moves nearly in 
a line, passing through its central position E^ and the centre 
of the axle. 

Now, the motion of P can only be approximately represented by an 
equivalent eccentric, because although for any one configuration of the 
gear it is theoretically possible to construct the parallelogram OaOb of 
Fig. 100 and obtain the diagonal 00, the combined effect of the changes 
in the configuration of the gear, required, that the parallelogram be 
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slightly changed in shape for ea^h change of the value of a. If the 
projection of its diagonal is to accurately represent the motion of P. 
Thus, during the rotation of the cranks the shape of the parallelogram 
is continuously varying about some one mean shape. The length of 
the equivalent eccentric is therefore continuously changing slightly 
both in length and in its angular position relatively to the real 
eccentrics for a given value of u. 

R 




Fig. 101. Cbntrb LiNB DiAORAH OP Stephbhson Iavk Motiok. 

Since the link motion is to be used as an expansion gear, a oecessary 
condition which must be fulfilled is, that the raising or lowering of the 
link shall not seriously interfere with the lead of the valve for all the 
possible positions of P in the link. The geometrical problem may be 
stated ns follows: — 

Place the crank at the zero position and find the form of link 
so that it may be moved from one extreme position to the other, 
by the weigh-bar shaft, without moving the point P. 
This problem presents no difiiculty theoretically, because it is easy 
to find the shape to which the link must be curved to fulfil the given 
condition, by drawing the several configurations of the gear corre- 
sponding to a series of positions of the point of suspension U, whilst the 
crank is kept at zero. Practically, however, the problem cannot be 
solved for the Stephenson link motion, because the theoretical shape of 
the link must necessarily be of varying curvature, whilst in practice 
the link must be made of constant curvature to enable a motion block 
having surface contact with the link to be used iu the slot. Hence, the 
link must be curved to the arc of a circle. The usual practice is to 
make the radius of the link equal to the common length of the 
eccentric rods. 
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The motion of the point P may now be examined in order to fix the 
equivalent eccentric corresponding to a given position of P in the slot, 
that is corresponding to a given value of w. 

It is assumed in the investigation that: — 

(1) The point e moves with simple harmonic motion in the straight 
path e,0 ; and E with simple harmonic motion in the straight 
path EtO. 

(2) The inclinations, and y, of the two paths to the line of 
stroke of the ?alve are so small that, I being the common 
length of the eccentric rods, the sines of the angles are given 
respectively by 



that is by 



Pe , PE 



-and-p 



where c represents half the length of the link ; and that the 
cosines of the angles are so nearly unity that cos ff ^ cos 7=1 
may be written without introducing sensible error. 
(3) The value of u remains constant during rotation of the crank. 
The method followed is the same in principle as that used for the 
simplified form, only now the displacement of P is to be expressed 
in terms of the main crank angle, the eccentric cranks being fixed 
relatively to the main crank by their respective angular advances. 

Let the gear have the configuration shown in Fig. 101. 17 is fixed, 
and u is assumed to have a constant value. The only variable angle 
is 0. 

The angles made by the eccentrics Oa, Ob, with their respective 
lines of stroke, are aOq and bOp. Expressing these in terms of 0, the 
angular advances, and the inclinations of the lines eO and EO, 
qOa = (^ + 01 + /3) measured counterclockwise fi^m Oq, 
pOb = 360 — (t + 0s — fi) measured counterclockwise from Op. 
The displacement of « &t)m its central position in its line of stroke is, r^ 
being equal to Oa, 

r, cos (5 + 0, + ^), 
and since coe /3 is taken equal to unity this also represents the displace- 
ment in the direction parallel to the direction of motion of P. 
The corresponding displacement of P relative to the point E is 

?i?xr.c«(9 + ^ + /S). 

». T. 12 
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Again, the displacement of E from its central position is, r^ being equal 
to Ob, 

r, cos (7 + 0, - 8), 

and since cos 7 is taken equal to unity, this also represents the displace- 
ment parallel tpo the direction of motion of P. 

The corresponding displacement of P relative to the point e is 

^^xr,co8(7 + ^,-^). 

Hence the displacement, x, of P, from its central position, given by the 
sum of these separate displacements, is 

,.,,£^co.l9 + (^ + «l+r,"-^»o,l(7 + «-«| ...(1). 

The displacement x can be calculated from this expression for any 
assigned value of u and 0. 

Expanding this expression, dropping the suffixes for r and ^, since 
these quantities are usually made respectively equal, and writing the 
terms as hctors of sin and cos 0, (1) becomes 



»■ cos tf 1^2^ cos (^ + /3) + ^2^ cos (7 + ^) I 



+ r8in^|^"Bin(7 + *)-^sin(0 + /9)| (2). 

Expanding the cosines and sines in the brackets and writing 
cos ^ = cos 7 = unity, 

« = rco8^ co3 0-3in0 j-5— sin/9 + -^sin7t 

+ rsintf cos^ j-s— sin7 — 5— sinySl — sin^ (3). 

Substituting the value -^ for sin ^ and the value —j^ for sin 7 

this expression further reduces to 

x = rc(»0Uios^ ^ sin^i- -rsin5 -j-sin^t (4)*. 

This is the simplest form to which it can be reduced. 

* It 00a (00 + 9)^ -Bin j, and bid {aO+3)=ooBa ore reBpeotivelf introdaoed into this 
eqaktion in place of oob ^ and Bin 0, it rednoes to 



•[--^•"■]' 



n S - OOB ) . 



Changing the rigm all throngh, this is the form in which the equation was originall; 
given by Zenner. 
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The coefficients of cob $ and sin d in expression (4) are constants for 
a particular value of u, neglecting the small variations of u discussed in 
Article 93. Hence the displacement of the valve &om its central 
'position may be written 

x = Aco&d~Bc*xe (6), 

where A and B are constants, having the values 

^-rjcos^-^'sin^l (6). 

B = r|^8in0l (7). 

No restriction was put upon the magnitude of the angle in the 
preceding investigation, so that the expressions are true for all values 
of between and 360 degrees. The expressions apply therefore to 
all arrangements of the link motion, whether with crossed or open rods, 
providing always that the angle is measured in the positive direction 
from the crank to the eccentric radius which is coupled to the top of 
the link. The following Table shows the quadrant in which the 
eccentric radius fells for several cases. 

TABLE 8. 





4k fftUa between 


Open rods. Outside Steam Adnussion. Figs. 
82 and 86. 

Crossed rods. Inside Admission. Figs. 83 
and 90. 

Open rods with a rocking shaft. Inside Ad- 
mission. Fig. 84. 

Crossed rods with a rocking shaft. Outside 
Admission. Pig. 85. 

Crossed rods. Outside Admission. Fig. 89. 


90 and 180 degrees 
270 „ 360 „ 

90 ,. 180 „ 
270 „ 360 „ 
180 „ 270 „ 



To iUnstrate the general character of the expressions (5), (6), (7), 
take the data corresponding to Fig. 86, and calculate the values of A 
and B for full forward gear, where « = 4J"; also I = 50", c — 826", and 
r= 2-875". 

In this case, <f> = 104^ degrees, and therefore 

cos ~ - 0-25, and sin = 0968. 

12—2 
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Substituting these values in equations (6) and (7) it will be found that 

A = - 1042, 

B = 1-517. 

Hence expression (5), for the displacement, becomes 

a: -- 1-042 cos ^ - 1-517 sin fl. 

Again, consider the same gear when arranged for Inside Steam 
Admission with crossed rods, as shown in Fig. 90. 
The angle ^ is now 284J degrees, and therefore 
cos = 0-25, and sin ^ = - 0'968. 
Therefore A = 1-042, 

5-- 1-517, 
and these, introduced in expression (5), give for the displacement 

a: = r042 cos e+l-5l7 sin e. 
Finally, suppose the gear arranged with crossed rods but Outside Steam 
Admission, as shown in Fig. 89. 

The eccentric coupled to the top of the link is now the one which 
determines negative rotation. Nevertheless, the angle ^ is to be 
measured from the crank to it, giving = 255^ degrees. Therefore 

cos = - 0-25, sin = - 0968, 
and ..4 - - 0-395, 

B = - 1-517. 
The expression for the displacement therefore becomes 
jc = - 0-4 cos <9 + 1-517 sin d. 
Comparing equations (5) and (7) with equations (6) to (8), Article 
72, it will be seen that the quantities A and B may be looked upon as 
the rectangular projections of a crank of radius p and angular advance 
f. That is 

A=pQoa-^ (8), 

B = p8m^ (9), 

tan^ = ^ (10). 

The quantities p and ijr define the "equivalent eccentric" for the 
particular value of tt taken. The series of equivalent eccentrics 
corresponding to a series of values of u, may be used to examine the 
distribution of steam effected by a given link motion, the results being 
of course approximate only. The calculation of a series of values of A 
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and B for this purpose may be avoided by using an equivalent geometrical 
method. 

When u = c, A, eq. (6) page 179, becomes equal to rcoe^ and B, 
eq. (7), becomes equal to rsin^. The equivalent eccentric then coin- 
cides with the actual eccentric which ia coupled to the top of the link. 
When « = — c, the equivalent eccentric coincides with the actual eccen- 
tric which is coupled to the bottom of the link. When u = 0, 

j1 = r ] cos - y sin ^ [ , 

5 = 0, 

tan6 = -T=0. 

^ A 

Therefore ^ = or 180 degrees, according to the arrangement of the 
gear. 

Let the gear be arranged with open rods and for outside steam ad* 
mission as illustrated in Figs. 82 and 86. Then ^ tails between 90 and 
180 degrees, and A will be negative, consequently when u = 0, -^ = ISO 
degrees. Starting from u = and calculating the values of p and ^ for a 




Flff. 102. Equivalent Eccentric. Open Rods. Outside Admission. 

aeries of positive and negative values of u, it will be found that the radius 

of the equivalent eccentric increases in length from r ]cos ^ - y sin ^ [ 

when M = 0, to r when u=±c: the angular advance decreasing mean- 
while from 180 degrees when « = to ±^ when u = ±c. 
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If these equivalent eccentrics be plotted their ends will be found to 
lie on a parabolic curve instead of on a straight line as in the case of the 
simplified form of gear examined first. This is easily proved as follows : 

Let the curve apb, Fig. 102, represent the locus of the end of the 
equivalent eccentric. Take any point p on the curve. Take a vertical 
line through Oi for the axis of F, and let the coordinates of the point 
be X and y. Then tc lb equal to the difference between the values of A 
when u = 0, and when u has the value Mi corresponding to the particular 
equivalent eccentric Op.' That is 

rUi' . 
X = — ;- sm A. 

c( ^ 

The ordinate y is given by the value of B corresponding to the value 
Ui : that is 

y = — sm 9, 

Eliminating u, &om these two equations, 

Ir 
y*=txx — sm^ — a:xa constant. 

Therefore the curve is a parabola, whose vertex is at 0,. 

The parabola through the point 0, and the ends a and b of the 
eccentric radii would not differ sensibly from the arc of a circle in any 
practical case. The radius of this circle may be found by means of 
the Theorem, that the products of the segments of any two chords in 
a circle are equal. Applied to this particular case it gives. Fig. 102, 

0,dxdQ-={da)\ 
The distance Oid is the difference between the values of A when u~0 
and when u = c, that is -j- ^ 0- '^^ distance da is the value of B 

when u = c, that is r sin 0. 

The radius of the large circle being represented by R, the distance 

dQ is strictly equal to {2H — Ojrf), but for the present purpose may be 

taken equal to 2i£ simply, since Oid is always small compared with dQ. 

Substituting these values in the above equation and solving for R, 

„ Ir^nA 

^ 2^- 

Multiplying numerator and denominator by 2, this becomes 
__2rsin^xi ax. I 
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which is (Bee Article 95, page 170) Mr Mac&rlune Grey'a rule so &r as 
the radius is concerned. 

The actual position in the arc of the end of the equivalent eccentric 
corresponding to a given value of u, is given by calculating the value 
of B, or what amounts to practically the same thing, taking the point p 
so that the arc is divided proportionally with the link. 




Fig. 103. Equivalent Eocentbic. Crossbo Rods. Outside Admibbioit. 
In the case of crossed rods with outside steam admission, as arranged 
in Fig. 89, the locus of the end of the equivalent eccentric is a parabola 
but it is convex towards the centre of the shaft as shown in Fig. 103. 
The circular arc is to be drawn with the same radius as before, but 
copvex towards the crank shaft as in the case of the parabola it replaces. 
98. The design of a link motion. The different steps in the 
course of a design may be arranged in the following order : — 

(1) Make a preliminary drawing of the gear, adapting the general 
dimensions to the space available. This drawing settles the 
length of the link 2c, the length of the eccentric rod I, and 
the maximum value of u. Keep the eccentric rods as long 
as possible and the ratio of the length of the rods to the length 
of the link reasonably large. 

(2) Neglect the effect of the obliquity of the connecting rod and 
(assuming proper values for the cut off, lead, and maximum 
opening for steam in full gear) find the equivalent eccentric 
p, ^, and the steam lap either 

(a) geometrically, by the Bilgram diagram, as in Fig. 50, 

page 77, or 
(6) analytically, as in Article 75, page 124. 

(3) From the preceding Article, equations (6) to (9), 

pco8'f' = il=i-(co8<^ ^ sin<^} (1), 

pSA'a-^-B = r{-- sin^J (2), 
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a pair of simultaneous equations in r, the eccentricity, and ^ the angular 
advance of the eccentric to be coupled to the top of the link. 

Calculate the value of — j— , using the maximum value of u, and 
denote it by p. 

Calculate the value of - , using the same value of u, and denote 
it by q. 

Using these values in (1) and (2) and dividing (1) by (.2) to 
eliminate r, 

co6^ = ^cot^+j) (3), 

from which ^ can be calculated. 

Then r* can be found from equation (2). 

If the actual eccentrics are made with the eccentricity r and set 
with respective angular advances +^ and —0 the gear will give 
approximately the distribution specified in full gear. The distribution 
for values of u other than the maximum, and the actual distribution in 
full gear, must be found from a drawing of the actual displacement curves. 

Example. Design a link motion so that cut off in full gear occurs 
at 70 per cent, of the stroke, the lead and maximum port opening being 
respectively 0*1 inch and 1 inch. Following the above instructions ; — 

(1) Assume the motion to be of the general character shown 
in Fig. 76. The motion block cannot be brought exactly 
opposite the end of the eccentric rod in full gear, so that the 
maximum value of u wilt be less than c. Let this maximum 
value be 5 inches, and let the length of the link be 16 inches, 
80 that c = 8 inches, and let the length of the eccentric rod, I, 
be 48 inches. 

(2) It will be found that with the data given 

^ = 124° 50', 
/>="2"05 inches, 
Steam lap = l-05 inches. 
Crank angle at cut off=113° 35', neglecting the obliquity of 
the connecting rod. 

(3) Calculating the values of p and q, 

p = 0101, 9 = 0-625. 
Using these values in equation (3), 
cot A = - 0-333, 



from which 



^ = 108° 27'. 
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With this value of iD equation (2), r = 284 inches. Hence 
the eccentricity of the actual eccentrics muet be 2*84 inches, 
and they must be set on the shaft at the respective angular 
advances, 108° 27' and - 108" 27'. 

99. The deilgn of a link motion, oontinaed. The welgh- 
bar ihaft. Having obtained the general dimensions of the gear, the 
centre of the weigh-bar shaft, and the length of its arm, may be chosen 
within certain limitations so that the inequalities of cut off due to the 
obliquities of the connecting and eccentric rods may be diminished, 
and in particular cases may be quite corrected. 

The way to do this is to find geometrically a number of positions of 
the point of suspension U, each position of U being fixed so that the 
small vertical movement which the suspending rods, vibrating about it 
as centre, give the link, combines with the horizontal movement the 
link receives from the eccentrics, to bring the valve to the left of 
its mid position, by a distance equal to the steam lap, at the instant 
the piston is at a given percentage of its stroke in the instroke cycle ; 
and to the right of its mid position, by a distance equal to the steam 
lap, at the instant the piston is at the same percentage of the stroke in 
the outstroke cycle. 

When a number of points have been found for equalising the cut off 
at a series of percentages of the stroke, the weigh-bar shaft may be 
designed so that the arc described by the end of its arm passes through 
one or two of them, or has a suitable mean position with reference to 
the whole group. Since the locus of U must be made an are of a circle, 
any three of the positions of (/' fix both the length of the arm and its 
centre uniquely, but it seldom happens that the solution found in this 
way can be practically used. Working the problem in this way, how- 
ever, generally leads pretty quickly to the most appropriate compromise 
in the dimensions of the weigh-bar shaft and the position of its axis. 

The details of the construction for fixing one position of (^ in order 
to equalise the cut off at 60 per cent, of the stroke, positive rotation, 
are as follows, the data being: — 

Suspending rods, 12 inches long, jointed to the link at the centre. 

Connecting rod — 6 cranks, 
i =48 inches, 
c = 8 inches. 
r - 284 inches. 
tft = ~tf>=s 108J degrees, 
r and ^ are the values found in the problem of the last article. 

(1) Draw a circle of any radius OKi to represent the path of the 
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crank pin, K^. Let 81 0« be the line of stroke so that s^s represents the 
stroke of the piston. Take the point c, so that «;, ='^ of 88^, and the 
point c, so that fi]Ci = y^ of 8,8. 

Find the corresponding crank pin positions K„ K^, and from them 
set out the centres of the eccentrics, a,, 6, from K,, and a,, h, &om 
Ki, the angles KjOb,, K,Oai, ifjOa, and KtOb^ being each equal to 
108^ degrees. 



«<— — .^ 




Fig. 104. Thk sffrriNo of thb Wsioh-Bah Shapt. 

(2) Draw the link in the mid-gear position when the crank is 
respectively at and 180 degrees. The points at which the link 
cuts the line of stroke are marked M^ and Mi^on the diagram, Fig. 104. 
Bisect the distance M^Mi^ in F. Then a vertical through F repre- 
sents the common axis of the displacement curves. Set out YL,, the 
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steam lap for the inatroke cycle, TLj, the steam lap for the outetroke 
cycle. 

(3) With radius equal to the leagth of the eccentric rods, and 
centres a,, 61 and a,, b, respectively, draw the infinite area which 
are shown on the drawing passing through the respective points 
^> -^ii <^> ^x- Then at the instant of cut off in the instroke cycle, 
the centre line of the link must pass through the point X„ and the ends 
of the link must lie on the respective curves e^ and Ei. The link 
is shown in the figure fitted to its proper position. Similarly for cut 
off in the outstroke cycle, the centre line of the link must be fitted 
to the position e,L^Et. 

The line joining the respective positions of the point of the link 
at which it is jointed to the suspension rods may be regarded as 
the base of an isosceles triangle, the equal sides of which are the 
respective positions of the suspending rods whose lengths are assumed 
known. The point of suspension IT is therefore fixed by the apex 
of the triangle. 

In the present case the link being jointed with the suspension rods 
at the centre, the short line indicated by Q^, is the base of the isosceles 
triangle, and (7» is the corresponding position of the centre of suspension. 

Other positions of U are found in a similar manner. In the dit^ram 
four positions of U are shown, namely those equalising cut off at 
60 per cent, for positive rotation and indicated by ET^, 
30 „ „ „ „ „ „ „ Ut,. 

30 „ negative rotation „ „ „ U_^, 

60 „ , ,. „ fU. 

The position U must occupy at mid-gear is shown also and is found 
fi^m the base M,M,„. 

The bases of the triangles, of which these points are the apexes, 
are shown by full lines and are indicated by Q«, etc. It is obviously 
impossible to fix the weigh-bar shaft so that the end may be turned 
successively into all these positions. The best that can be done is 
to arrange the centre so that the end of the arm describes a circular 
path passing through Ujr, and as near as may be to the other 
positions. 

In the figure the five positions of U which are surrounded by large 
circles have been found on the supposition that the link is jointed to the 
suspension rods at the lower end E. The dotted lines Eg,, etc., show 
the bases of the triangles from which these points were found. It will 
be seen that the five circled positions of U lie more closely to a mean 
circular arc through the mid-gear position. 
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This method of coosidering the design of the weigh-bar shaft 
is due to Mr W. H, Maw, and was published in 1871*. 

It will be clear from the foregoing that, when the lip It is suspended 
from the centre, the weigh-bar shaft may be fixed by the following rule. 
Find the point U for mid-gear, and draw a line through it parallel to 
the line of stroke. Take W the centre of the weigh-bar shaft on thifi 
line, choosing an arm long enough to avoid too much angular motion. 

100. The Oooch Unk motion. Reference has already been 
made to an essential condition that a link motion must fulfil if it 
is to be used as an expansion gear, namely, that the changing of the 
position of. the motion block in the link should not seriously inter- 
fere with the lead. It has also been shown in the case of the 
Stephenson link motion, that although for a given position of the 
motion block in the link the lead may be made practically equal 
for both cycles, yet when the position is changed, the lead increases 
towards mid-gear with open eccentric rods, and decreases towards 
mid-gear when the rods are crossed in the way illustrated in Fig. 89. 




•z 

Fig. 106. Cbnthe Line Diaqrah < 



THE GoocH Line Motion. 



In the Gooch link motion the lead remains constaqt for all positions 
of the motion block in the link, but this is not secured without making 
the gear more complex, as will be seen &om the centre line sketch. 
Fig. 105. The centre of the link, Q, is compelled to move in an arc of a 
circle by the supporting link QZ, which vibrates about the fixed centre Z. 
The valve rod, now jointed with the valve spindle at V, is held by the 
suspending link UJ, U being the centre of suspension. The position 
of P in the link is controlled by the turning of the weigh-bar shaft 
* See LcKometivt Engineering, Zenh Colburae. E. ColUna A Son, LoDdou and 
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about its fixed axis W, by the reversing rod M. In this gear the 
displacement of the point V represents the displacement of the valve. 

The displacement curves may be drawn by the same method as that 
detailed for the Stephenson link motion. In this case, however, in 
addition to fitting the link to the arcs through the points e, E, and Q, 
the valve rod must be fitted to the centre line of the link, the arc 
through J with radius UJ, and the line of stroke through V. The 
positions of the link are however independent of the value of a, and 
once they are drawn for say 24 positions of the crank, they will serve 
over and over again for the various positions of U dealt with. 

Approxiniate displacement curves may however be obtained by the 
use of equivalent eccentrics as in the Stephenson linb motion, the in- 
vestigation of their elements following the same course as that for the 
Stephenson motion. 

The initial geometrical problem in connection with the gear, in 
order to secure constant lead for all values of u, may be stated as 
follows : — 

Place the crank at the zero position and find the form of link, 
80 that the valve rod may be moved firom one extreme position to 
the other without moving the point V. 
The obvious solution of this problem is to curve the link to the arc of 
a circle whose radius is equal to the length of the valve rod and whose 
centre is V. Then, whether the crank is at or 180 degrees, the valve 
rod may be moved from one extreme position to the other without 
moving V, providing that the point Z is chosen so that Q lies in 
the line of stroke in each of these two positions. 

The investigation for finding the mean equivalent eccentric for 
the motion of V, is based upon the following assumptions: — 

(1) The points e and E move with simple harmonic motion in the 
straight lines joining their respective middle positions with the 
centre of the crank shafli. 

(2) The inclinations of these lines to the line of stroke are so 
small that the sines of the angles in each case are given 

by -J , and that cos /3 = cos 7=1, where c is half the length of 

the link and I is the common length of the eccentric rods. 

(3) The quantity u remains constant during a revolution of the 
crank for a given position of the centre of suspension, U. 

(4) The inclination of the valve rod to the line of stroke is 
so small that the horizontal motion of P is the same as 
the horizontal motion of V. 
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The working oat is exactly the same as in the Stephenson link motion 

down to equation (3), Article 97. Here the value ■; ia to be substituted 

for sin y? and for sin 7. After this substitution the equation at once 
reduces to 

a; = roo8^lco8 0-Ysin^[ -rsin tf j-TCO8 + -8in 0^ (1). 

Hence in the form 

x=A COS 6 — B&m0, 

A =r |cos0- y sin^[="/>co8^ (2), 

5 = r j y COS ^ + — sin ^j- = p sin ^ (3), 

p being the radius and ^ the angular advance of the equivalent eccentric. 
When the crank is in the zero position the expression for the hori- 
zontal projection of the equivalent eccentric, namely jcos — j sin (^i- , 

does not involve m, therefore it is constant. The ends of the equivalent 
eccentrics therefore lie on a straight line at right angles to the centre 
line, but distant A from the centre of the crank shaft. The vertical 
distance of the end of the equivalent eccentric in this line, corresponding 
to a given value of u, is found by calculating the value of B. If the 
value of B be calculated forw = + c and « = — c, two points a and h will 
be fixed in the vertical locus, which define the ends of the equivalent 
eccentric for the extreme positions. Then since B varies as «, the end 
of the equivalent eccentric in the locus, for a given position of P in the 
link, is found by taking p so that it divides ah in the same proportion 
that P divides the link. 

Fig. 106 shows a Qooch motion as it was fitted to the Sinclair 7' 0" 
single wheel passenger engines of the Great Eastern Eailway. 



Fig. 106. OoocH Link Motion. 

Although the Qooch link motion wa^ extensively used for loco- 
motives in earlier days on account of its then peculiar possession of 
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constant lead for all values of u, it has dropped out of use in the 
present day. 

101. The Allan itraight Unk motion. As its name implies, 
the characteristic feature of this gear is that the link is straight. At 
the time link motions were introduced the making of a curved link was 
more difficult than it is now, and probably this fact determined the 
endeavour to design a motion with a straight link. Fig. 107 shows a 
centre line sketch of the gear. The fixed axis of the weigh-bar shaft 
is at W, and the angular position of the shafb is controlled by the 
reversing rod R. There are two arms forged solid with the weigh-bar 
shaft, namely, WU and WZ, connected respectively with the straight 
link at e and with the valve rod at J. The turning of the weigh-bar 
shaft in the clockwise direction, lowers the link and at the same time 
raises the valve rod, the latter turning about the joint V. Thus the 
distance of the centre, P, of the motion block from the centre, Q, of the 
link, that is the quantity m, now depends jointly upon the position 
of the two " points of suspension," Z and U. 



Tig. 107. Centre Line Diagbah of the Allan Stbaiqht Link Motiok. 

The gear is similar to the Stephenson link motion in the respect 
that the link is raised or lowered when the position of P is altered; 
and it is similar to the Oooch motion in the respect that the valve rod 
is raised or lowered for the same purpose. This combination of the 
mechanical peculiarities of both motions makes it possible to use a 
straight link. 

Fig. 108 illustrates the Allan gear fitted to the 6' 6", four-coupled 
passenger engines of the London and North Western Railway — the 
famous " Precedent " class. The success of these engines in connection 
with the express traffic of the railway is too well known to need 
comment. As will be seen from the illustration, the gear is compact ; 
the centre line of the gear is inclined to the line of stroke of the piston 
allowing ample room for the steam chest, which lies, wedge shaped, above 
and between the cylinders ; the ports are formed in the inclined feces 
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of the steam chest, and the valves work between them. The way of 
the steam to the cylinder is made easy, aud the way out is also free 
and UDobstructed. 

At the preseDt time there are between 600 and 700 engines on 
the London and North Western Railway fitted with this gear, though 
not all belonging to the 6' 6" class. The advantage of this gear 
over the Stephenson form of the link motion is that much less room is 
required vertically to accommodate the link in the two extreme 
positions since the vertical motion of the link is so much smaller. 
Also a smaller angular motion of the weigh-bar shaft is required 
to change the link ^m one extreme position to the other, and no 
balance weights are required on the weigh-bar shaft. I am indebted 
to Mr F. W. Webb for the drawings from which Fig. 108 has been 
prepared. 

102. The Allan motion. On the proportion between the 
armi of the weigh-bar ihaft. The initial geometrical problem is 
more complex in this gear than in either of the two kinds preceding. 
It may be stated thus: — 

Place the crank in the zero position and find the ratio be- 
tween the lengths of the arms WU and WZ, so that when P is 
moved relatively to the link from one extreme position to the 
other, the point V shall remain at rest. 

An exact solution is impossible, but an approximate solution, which 
makes the variation of lead considerably less than the variation in a 
Stephenson link motion, can be readily obtained. 

Consider the gear in its central position. Fig. 109. The central 
point Q, of the link, now coincides with the central point of the motion 
block. Referring to Fig. 107, it will be seen that when the weigh-bar 
shaft is turned in the clockwise direction, the centre of the link moves 
from the position shown in Fig. 109, downwards, to a position Q, shown 
in Fig. 109 a. At the same time the centre of the motion block P, 
moves up into a new position P, Fig. 109 a. The distance PQ is the 
corresponding value of m assuming that the movement has taken place 
when the crank was at the degree dead point, as indicated in Fig. 109. 
The path described by Q during this movement has a varying curvature, 
because the link, as it moves away fi^ra the central position, moves 
about two centres, namely, the ends of the eccentric radii. The curva- 
ture of the path of Q may however be considered constant, its radius 
being equal to the common length of the eccentric rods. Thus in 
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Fig. 109 a,Q is assumed to have moved down in a circular path whose 
centre is A, and AQ is the length of an eccentric rod. Also during the 
movement, the link remains sensibly at right angles to the line AQ. 

With these assumptions, the angle PQR, Fig. 109 a, is equal to the 
angle QAc, so that the sine of both angles is yJAQ. 

The problem now is, given a position of Q, to find what position P 
must occupy in order that the distance A V may remain constant. 

Let AQ='l. VP^a, VJ=b, the angle Q^c = the angle PQR = fi 
and the angle PVm. = y, 

Then, in the central position, 

AV=a + l. 




ng. 109a. Allan Gsar. Pboportion op the Weiob-Bar Shaft Arms. 
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In a new position 

A V= cos j8 + P$ sin yS + o cos 7. 
In order that A V may he constant 

a -h / = i C08 /3 + PQ sin j8 + o cos 7. 
Expressing the cosines in this expression as sines, and using the 
approximate method Vl — 5* « (1 — 49') for the extraction of the square 
root after introducing the values 

sin/S=Y and sin7 = ^. 

and writing PQ = « = y, + y„ since the inclination of PQ is small, the 
expression reduces to 

«-'-('-l>''^'^"^+(-£) «• 

Put y, = ny,, and this reduces to the quadratic 

an»+2an-is=0 (2), 

n=(-H-v' 1 + ^) (3). 

The quantity under the root will always be greater than unity, so that 
if the + sign is taken a positive value of n will be obtained as required 
by the assumption. 

In the mechanical arrangement of the gear the upward displace- 
ment, yi, of the point P is obtained by giving a smaller displacement, y^, 
to a point J in the valve rod, taken nearer to V, y, being found from y, 
by the proportion 

y^'^YP^y^ (*)■ 

The ratio between the lengths of the arms of the weigh-har shaft 
is given by the ratio between j/, and y,, neglecting the effects of the 
obliquity of the links ZJ and Ve, Fig. 108. That is, 

WU VPxy, VP n ^ '■ 

For instance in the North Western gear, 
VJ~ 30i", 
VP=37" = a, 
QA = iS" = l. 

Prom (3) 

„ = (_l + Vl+i^) = 0-614. 

13—2 
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Using this in (5) 

The actual value measured from the engine is I'614. 

When the maximum value of « is fixed, the distance, ji, which the 
point P must rise or fall from its central position is found by combining 
the relations 

yi + yi = M, 

From these 

y-ih, <"> 

The distance y, which the centre of the link moves above or below 
its central position is found from 

yi=nyi (')■ 

both the quantities on the right side now being known. In the case of 
the North Western motion, taking u = H", 

y, = l-62". 

103. The Allan link motion, contlnned. Valve displace- 
ment curves of the London and North Western Railway 
straight linlE motion Illustrated In Fig. 108. Since the line of 
stroke of the piston is inclined 6 degrees to the line of stroke of 
the valve, the actual angular advance of the positive (forward) eccentric 
sheave must be diminished by this amount, and the actual angular 
advance of the negative (backward) sheave increased by the same 
amount in order to find the angular differences between the crank and 
the sheaves to be used in the drawing of the displacement curves. 

A set of displacement curves for values of u, 

4i" 3" li" -If -3" -4r 

is shown in Fig, 110, together with the piston displacement curve 
and the lap lines, the combination forming the valve dii^ram for 
the gear. A detailed explanation of the diagram is unnecessary 
since it is lettered in a similar way to the valve diagram. Fig. 86, of 
the Great Eastern Railway link motion. 
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The most noticeable feature of the Allan gear brought out by 
the dii^;ram in comparison with the Stephenson link motion is that 
the lead is nearly constant, otherwise the properties of the gear are 
much the same. The percentage diagram. Fig. Ill, is drawn by plotting 
data obtained from the displacement curves on a " u" base. From 
these curves the distribution in the two cycles, together with the 
maximum port openings both for steam and exhaust, may be found for 
any assigned value of u. 

It should be clearly understood that, as in the case of the Stephenson 
link motion (see Article 88), a slight change in the position of the asis, 
W, of the weigh-bar shaft, slightly changes the shapes of the displace- 
ment curves, and a slightly different setting of the valve places the 
vertical axis of Fig. 110 in a different position relatively to the dis- 
placement curves bo that the percentages of the stroke at which the 
several events occur are also changed, with a consequent modification 
of the curves. Fig. 111. Settings of the gear can be arrived at which 
give a better result in forward gear but only at the expense of greater 
inequalities in back gear. The setting shown in Fig. Ill is one which 
gives about equally good results in forward and backward gear. The 
percentages at which the several events take place are also influenced 
slightly by changes in the vertical position of the spn'ng supported part 
of the engine, because whilst the centre of the crank axle always stands 
at the same vertical distance above the rails, the centre of the weigh- 
bar shaft and in fact all the rest of the gear moves slightly as the 
engine rises or falls on the springs. 

The respective paths of the centre of the link and the centre 
of the motion block are shown in Fig. 112 for the case where ti = + 4J". 
The distance between the curves, measured along the link for the 
position marked 0, is the value of w, for this is the position occupied 
by the link when = 0. The slip in any position of the link is 
the difference between u and the distance between the curves measured 
along the link. Fig. 113 shows similar curves when u is — 4^". 

The drawing of the displacement curves is carried out in the 
following manner: — 

(1) Set out. Fig. 114, the centre line of the valve motion, the 
centre of the crank shaft 0, and the centre of the weigh-bar shaft W, 

(2) Bring the centre line of the piston gear into coincidence 
with the centre line of the valve gear, the positive and negative 
angular advances then being -l- 108 degrees and — 108 degrees. 

(3) Assume that a displacement curve is to be drawn for 
a definite value of u. Draw the weigh-bar shaft in the angular 
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position corresponding to the given value of u. The approximate 
positions of U and Z may be found by setting out the values 
of yi and y^ obtained by calculation from equations (6) and (7), 
Article 102, and the actual positions which U and Z occupy may 
then be found quickly by trial. For example in the case of 
the London and North Western gear, where n - 0514, y, is equal 
to 2-97", and y^ is equal to 1'62 inches when u is equal to 4^". 

(4) A series of points have now to be found on the displace- 
ment curve for 24 equidistant crank positions. Let be the 
angle defining one position. Set out the crank at this angle, 
and from it measure out the angular advances of the two 
eccentrics and fix the centres, a, b, of the ends of the eccentric 
radii. 

(5) From a and b respectively as centres and with a radius 
equal to the common length of the eccentric rods draw the arcs 
BiBt and E,Ea. 

From U as centre with radius equal to the length of the 
supporting rod Ue draw an arc cutting fii, «] in e. 

With radius equal to the length of the link and from centre 
e cut the are EiEt in E. Then eE is the position of the 
link when the crank angle is $. 

(6) Mark ofi" the centres of the valve rod VJP on a straight 
edge and place the strip on the drawing so that when V lies 
on the line of stroke, J lies on an arc struck fi^m the centre 
Z with radius ZJ, and P lies on the centre line of the link eE. 

This fitting of the valve rod is much facilitated if a thin wooden 
rod of length ZJ is jointed to the straight edge so that the point 
J is constrained to move in its proper path by pinning down the 
end of the link ZJ at the centre Z. 

This construction determines the position of the valve for the given 
value of the crank angle $. Project this position vertically on to a 
horizontal line corresponding in vertical position to the given angle 6, 
thereby fixing one point on the displacement curve for the value of u 
taken in section (3). 

Repeat this construction for the 24 positions of the main crank 
and sketch in the displacement curve. 

Assume different values for u, and draw the corresponding displace- 
ment curves in like manner. Finally add the vertical axis TT to 
satisfy some stated condition of valve setting. 
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104. The Allan motion, continued. Approximate theory. 
EquiTalent eccentric. The motion of the point V, Fig. 107, may be 
investigated by an approximate method from which an equivalent 
eccentric may be obtained for a given position of P in the link. 

It is assumed in the inveatigatioa that 

(1) The points e and E move with simple harmonic motion in 
straight lines drawn through their respective mean positions and 
the centre of the crank shaft. 

(2) The inclinations of the two paths to the line of stroke 

of the valve are so small that the sines of the angles are 

given by 

ed , Ed 
-^and-p, 

when I = length of the eccentric rod, and that the cosines of the 
angles are so nearly unity that 

cos j9 == cos 7 = unity. 

(3) The value of « remains constant during a revolution for a 
given angular position of the weigh-bar shaft. 

(4) The inclination of the valve rod to the line of stroke 
is so small that the horizontal motion of P is the same as the 
horizontal motion of V. 

The working out is exactly the same as in the Stephenson link motion 

ed 
down to equation (3), Article 97. Here the value -j- is to be 

Ed 
I 
Now ed='{Qe~QP + Pd) = (G-u + y,) 

and ' Ed = (EQ+QP-Pd)'={c + u-if,). 

But i/i = f - r — from equation (6) of the last article. 

Hence sin S = ( c — u H j- ) -=- L 

\ n + lj 

Substituting these values in equation (3), Article 97, it reduces to 
x=r&3B0\<ioa6-^ — ,,■' ,, — - sin A 
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Hence in the form 

x = A cos — B sin 8, 

. r . (n+l)c'-«»' . ."I 
^-r|^cos*- -^^^^^^jy-sin^J-pcost. 

^-t[!W)"'*+"°*]-'-^'^ W' 

p being the radius and ^ the angular advance of the equivalent eccentric 
BO that 

■ p^s/A' + JP 

and the numerical value of tan ^ is found firom 

tant = j. 

Example. In the London and North Western gear, Figa. 108 
and 110, 

c = 8". 
i = 48", 
r=2f". 

^=108 degrees, so that coe0 = -O'31, ain^aO-961. The value 
of n has been calculated in Article 102 for this engine, and ia 0'514. 
Assuming u = 4^ inches, expressions (2) iuid (3) above reduce to 
A~- 1-26, 
S = 1-42, 
so that 

ir - - 1-26 cos ^ - 1-42 sin 
for this particular value of u. 

The radius of the equivalent eccentric is 



p = Vl-59*+l-42' = l-9, 
and the numerical value of tan ^ is 

The corresponding angle is 48° 24': the value of ^ is therefore 
180° - 48° 24' = 131° 36'. 

Corresponding calculations must be made for each separate value 
of u. The equivalent eccentric may however be found by a geometrical 
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process depending upon the fact that the locus of the end of the 
equivalent eccentric radii is a parabola, which for all practical purposes 
may be replaced by an arc of a circle passing through the three points 
fixed by 

« = 0, u = o, and u = — c. 
When « = 0, 



Aa = r (cos ^ — T sin 0) 



..(4), 



When « = ±c, 



il, = r(co8^- 



!(n+l)' 



"*. 



■''°*''(i(ir) "'*+'""'') 



Let Oog, Fig. 115, represent the value of A„ Ooi the value A^, a,i, the 
pontive value of Bi and Oibt the negative value of S,. 
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Hg. 115. Allan Grab. Equivalent Ecoektbic. 
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The problem is now to find the radius, B, of a circle passing through 
the points 6,0069. 

The relation 2B x a, o, = (a, b,y 

may be used for this purpose. 



0,61 = 5 = ± r ^j^^^j-y cos ^ + sin ^j . 



..(6), 



„ r {ain^ + mcoB0}' 
~ ;Bin0 

where m = y? — rT\ . 

2CTt 

'"I(n + 1)- 

To draw the locus, therefore, find the point a, by calculating the value 
of A,. Then calculate the value of R from (6) and draw the arc 
through the point a,. The values of Bi set out above and below 
the centre line wilt then fix the extreme points on the locus &16,. 
Then for any given position of P in the link, the end of the equivalent 
eccentric p, divides the arc b,ba in the same proportion that P divides 
the link. 

Bzampto. Taking the data of the previous Example, 
ni = 0-ll, 
J = 0113. 
From (6) R = 248 inches. 

From (5) 5, = 252 inches. 

From (4) 4, = - 1-29 inches. 

The arc corresponding to these quantities is shown in Fig. 115 
by 6, 0^6,. 

The equivalent eccentric op is drawn for the value « = + 4J". The 
point p is taken so that a,p represents 4^" on the same scale that Ogii 
represents 8". From this by measurement 
p =1"9 inches, 
1^ = 131| degrees. 
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These values are practically the same as those found for the 
equivalent eccentric in the previous example. 

The displacement curve corresponding to these values is chain 
dotted in Fig. 110, from which the difference between the actual curve 
and the curve obtained by means of the approximate theory can be seen. 

106. The deiign of the Allan gear. This is carried out in 
much the same way as for the Stephenson link motion, the steps being 
as follows : — 

(1) Make a preliminary drawing of the gear fixing thereby 
the length of the link 2c,, the length of the eccentric rods I, the 
length of the valve rod a, and the maximum value of u. 

(2) Calculate the ratio between the lengths of the arms of 
the weight-bar shaft, first computing n from equation (3) of 
Article 102 and then using n in equation (5) of the same Article. 

(3) Neglect the effect of the obliquity of the connecting rod 
and assuming suitable values for the cut off, lead, and maximum 
opening for steam, in full gear, find the equivalent eccentric p, -^ 
and the steam lap say by the Bilgram digram. 

(4) From Article 104, equations (2> and (3), 

,».+-^..|c<,*-(fe±^i^),i„4 (1), 

pBin^-5 = y l^^^^jCOB^ + sin^l (2), 

a pair of simultaneous equations in r, the eccentricity of the actual 
eccentrics, and ^ their respective angular advances. 



ci(»+l) 



Divide (1) by (2) and solve the resulting equation for obtaining 

e„.^.j£±li?yil (3), 

^ (1 - mti cot ■^) ^ ' 



from which ^ can be calculated. 
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Wheo this is known r can be calculated from either (1) or (2), 
If the actual eccentrics are made with the eccentricity r and set 
with respective angular advances + ^ and — ^ the gear will give 
approximately the distribution specified in full gear. What the actual 
distribution will be for full gear must then be found by drawing the 
actual displacement curves. 

If the line of stroke of the piston is inclined to the line of stroke 
of the valve, an angle a say, as for instance in Fig. 108, the angles at 
which the eccentrics are to be set on the crank shaft will be 

Positive eccentric sheave (forward) ^ — a. 
Negative eccentric sheave (backward) ^ + o. 

If the line of stroke of the piston is above the line of stroke of the 
valve the signs before a must be changed. 

106. The Velocity of the valve of a link motion. The 

velocity of the valve can be found for a given crank angle and value of « 
from the displacement curve by the geometrical method of Article 49, 
For any practical purpose however the velocity can be found with 
au£Bcient accuracy from the displacement equation in terms of the 
equivalent eccentric. 

The displacement of the valve in all the gears considered can be 
expressed approximately by the equation 

3: = /> cos (5 + ^), 

where p and ^ are respectively the eccentricity and angular advance 
of the equivalent eccentric, these quantities being calculated from the 
dimensions of the gear, and a particular value of u. 
Then the velocity of the valve v is 

«-^ = -psm(fl + ,(.)^. 

and when the angular velocity -n is constant, it is equal to 2TrM, where 

n is the number of revolutions of the crank per second. Hence for 
a given speed 

u = — p sin (^ + '^) 27nt. 

Be careful to ezpresa p in feet in order to get the result in feet 
per second. 
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Id the case of a locomotive running at a given speed this expression 
for the velocity gives the speed of the valve relatively to the valve face, 

107. Oontrolllng meohanUmt for rerenlng geari. Some 
of these have already heen mentioned incidentally. It is proposed 
to conclude this chapter with a few articles specially devoted to this 
sal^ect. 



<" 
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pig. 116. Controlling Lbvbr add Quadrant. 

A controlling mechanism should fulfil two conditions. First, it 
should be able to hold the weigh-bar shaft securely locked in any 
one position. Secondly, it should allow the shaft to be moved quickly 
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firom one position to another so that the engine may be reversed 
without delay. 

The earliest form of mechanism used for this purpose with link 
motions is shown in Fig. 116. A lever L, having a fixed fulcrum pin 
at F, is connected with the reversing rod R. The lever is locked in 
any one of the positions corresponding to the notches shown on the 
fixed quadrant bar Q, by means of a spring catch S. By grasping the 
small handle h and the handle of L together the catch 8 is withdrawn 
from the notch and held clear of the quadrant, allowing the lever to be 
turned quickly into another position, where, on releasing the grip of the 
handle, the catch is forced into the notch by a spring. The central 
upright position of the lever corresponds to the central position of the 
block in the link. The extreme notches correspond to fiill forward 
and full backward gear respectively. In locomotives the gear is so 
arranged that the lever L is pointing over in the direction in which 
the engine is running. Each of the notches shown on the quadrant Q 
in Fig. 116 determines a definite position of the motion block in the 
link above or below the central position, that is to say, each notch 
corresponds to a positive or negative value of " «." The change from 
one notch to the next corresponds to a considerable change in the 
horse power of the engine as a rule. In order to obtain a finer 
graduation of power, and at the same time to retain substantially 
formed notches, two spring catches may be provided, both being 
connected to the rod controlled by the small handle h, but arranged 
on opposite aides of the lever L. The two bars, which bolted together 
form the quadrant bar Q between which the lever L moves, may then 
have the notches cut, so that those in the one bar are displaced 
relatively to those in the other bar through a distance equal to half 
the pitch of the notches. Then one or other of the catches will always 
be in, whilst the other will be out of gear. In this way the number of 
possible positions in which the lever may be locked is doubled for a 
given pitch of the notches. 

As the reversing lever L is brought towards the centre itom either 
of the extreme positions, the cut off is reduced, and the link motion 
is said to be " notched up," a term originating with this contrivance, 
but which has been extended to denote a reduction in the cut off with 
almost any kind of controlling gear. 

The screw controlling gear shown in Fig. 117 is more powerful than, 

but cannot be bo quickly handled as, the quadrant gear. There are 

two typical forms of this gear. In the one, the boss of the casting 

canying the screw is provided with a circular plate, the circumfereace 

D. v. U 
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of which is divided into notches, and a spring catch on the handle or 
wheel by means of which the screw is turned locks the gear in position. 
In the other type, the one shown in the figure, a long nut and screw 
are used and a special locking device is dispensed with. It will be 
seen from Fig. 117 that the nut is a long sleeve, turned on the outside 
to fit the main casting, and held from end motion by the lock nuts 
N at the one end and the shoulder H at the other end. The reversing 
wheel is keyed to the sleeve. The inside of the sleeve is screwed the 
whole way along to take the screw S, which is jointed to the reversing 
rod at J. The screw is 2 inches diameter, and is left hand, treble 
thread, and 1 inch pitch. The pin J is extended into the slot of the 
bar B, which is bolted to the side of the main casting. The slot 
therefore serves two purposes. It limits the extent to which the 
screw can travel out of the nut, and it holds the screw from turning. 
A small index /, carried by the flat bar A, travels over a graduated 
scale of "cut oflf" as the screw is moved in a nut. The cut off can 
be very finely graduated by this gear. 

Power controlling gears are fitted to all large marine engines, and 
from time to time power reversing gears have made their appearance 
on locomotives, but have never been generally adopted, the screw or the 
lever and quadrant being almost universally used. Two of the most 
recent types of power reversing gears for locomotive work are described 
in the following articles, together with two well-known marine types. 

108. Power reveinlng meohanltm. Oreat Weitem Rail- 
way. A power reversing mechanism, which is used on some of the 
engines of the Oreat Western Railway, and which was designed by 
Mr Dean, is shown in Fig. 118. Two cylinders, S and 0, are bolted 
to the inside of the engine frame, and the pistons corresponding to 
them are fixed to a common piston rod, R, connected by a link, Q, to an 
arm, .^, forged with the weigh-bar shaft whose axis'is W. The cylinder, 
8, is a steam cylinder, the entry and exit of steam to and from it being 
controlled by the plug valve V. 

The second cylinder, 0, contains oil, and it is fitted with a by-pass 
plug valve, H, which establishes or cuts off communication between the 
two compartments into which the piston divides the cylinder. When 
the valve H is open, the piston is free to move, the oil displaced 
from one compartment passing through the passage in the valve to 
the other compartment. When H is closed, this passage of oil cannot 
take place, and the piston is therefore locked in position. 

The valves H and V are coupled together by a rod leading to 

14—2 
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a controlling lever L .fixed in the cab. A rod P, jointed to the arm 
A, moves an index /, by means of the bell crank lever B. The scale K, 
over which the index moves, is fixed to the boiler fixint, and it is 
graduated for " cut off." When the index is at the middle of the scale 
the motion block is at the middle of the link. 

The gear is shown in the position where steam is acting to push the 
piston S from its central position, corresponding to mid gear, so that 
the weigh-bar shaft is being turned in the direction of forward gear. 
Steam is passing through the valve, V, to the right-hand aide of the 
piston, the left-hand side being open to the exhaust. The way is 
also free for the oil to pass from the left-hand compartment of the 
cylinder 0, to the right, through the valve .ff. When the index /shows 
that the gear has the proper configuration for the cut o£F desired by the 
driver, the controlUng handle L is brought to the centre of the quadrant, 
where it is held fast by the spring catch. This movement of L to the 
centre, sets the valves V and H in the way shown in the separate 
drawing of them above the main drawing, where the steam valve, V, 
is shut, and the by-pass valve H is closed, thus locking the piston 
0, and therefore the weigh-bar shaft. This central position of the lever 
L, and the corresponding positions of the valves, is the normal rumiing 
configuration of the gear. To reduce the cut off in forward gear 
the lever L is pulled back to the right of the centre, thereby bringing 
the piston of S back towards its central position. It will be understood 
that the lever L does not correspond with a cevereing lever of the usual 
type. It merely operates a steam valve, and has three positions, namely, 
the mid or running position, and the extreme positions in the quadrant 
corresponding to the steam valve being open to one or other end of the 
cylinder S. This gear works very well so long as the oil and the steam 
valve are kept perfectly tight. A leaky oil valve allows the piston 
to gradually creep away irom a set position, the creep being accelerated 
if the steam valve leaks also. 

109. Holden'f combined hand and power revenlng 
meohanUm. In this gear, recently introduced on some of the loco- 
motives of the Great Eastern Railway, the wheel and screw for hand 
reversing is retained, and extra gear is combined with it, for utilising 
power derived from the compressed air used for operating the Westing- 
house brake. Either the hand or the power method can be used at 
will, and the act of using one automatically cuts the other out. A good 
idea of the apparatus will be formed fi-om a consideration of the general 
arrangement shown in Fig. 119. Thehandgearconsistsof the wheel ^4, 
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connected to the screw I, which by meana of the nut J, moves the 
reversing rod D, and through it the weigh-bar shaft W. The power gear 
consists of a cylinder K operated by compressed air from the reservoir 
P, which is kept charged by the air-pump used in connection with the 
Westinghouse brake. To reverse by power the handle B is used, and 
the turning of it controls the entrance and exit of air to and from 
the cylinder K, through the valve Z. The connection of the hand and 
power gear with one another is made by means of a cam M formed with 
the handle B. Immediately the handle B is moved, the cam M lifts the 
nut, or half nut rather, since the lower half is entirely cut away, 
clear away from the screw /, and then moves the valve Z, thereby 
distributing air to the cylinder K, so that the weigh-bar shaft is turned 
in a direction determined by the direction in which the handle B was 
originally moved. When the desired position of the shaft is obtained 
the handle is brought back to its central position, thereby gearing the 
half nut with the screw again. When running with B in its central 
position both ends of the cylinder K are in communication with the air 
reservoir P, through the valve Z. The piston rod F is designed so that 
the difference of areas between the two faces of the piston multiplied 
by the air pressure furnishes a force along the piston rod sufficient to 
balance the weight of the motion hanging from the suspension link Q. 
The half nut is prevented from jumping out during funning by means 
of the ratchet J and pawl r. 

110. The "all roun.(l" steam reverilng apparatus. The 

principle of this apparatus is illustrated in Fig. 120, which shows the 
general arrangement in sufficient detail for the purpose of explaining 
the reversing mechanism fitted to the engines of some recent twin 
screw torpedo boats built by Messrs Yarrow and Co. for the British 
Qovemment. Each of the two engines has four cylinders and four 
corresponding link motions. The handles, reversing wheel, etc., are 
arranged so that the link motions can be controlled by the engineer 
standing at one end of the engine. 

Referring to Fig. 120, and considering one engine, the weigh-bar 
shaft W runs the whole length of the engine, and each of the four 
link motions is connected to it by a drag link, coupling the centre 
of the link C to the end S of a corresponding arm, keyed to the weigh- 
bar shaft. One drag link Q, and the corresponding arm WS, on the 
weigh-bar shaft is shown in the figure. 

The weigh-bar shaft has an ann WQ, keyed to it at about the 
middle of its length. (The arms WS and WQ are in different planes 
though they appear continuous in the figure.) Placed opposite to this 
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arm is a worm wheel U, carried on a shaft F which is supported in 
suitable bearings attached to the engine framework. A crank pin P in 
the worm wheel is coupled to the end of the arm WQ by the coupling 
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rod QP. A shaft KK placed across the engine, and supported in bear- 
ings attached to the frame, carries a worm, gearing with the wheel U\ 
a crank (not seen in the figure) at the left end, which may be turned 
by a small steam engine, of which the back covers Y only are seen ; and 
a bevel wheel B. A longitudinal shaft J, slightly inclined in the 
vertical plane, carries at one end a bevel wheel i?, gearing with the 
wheel jB, and at the other end a wheel L, which is heavy enough to act 
as a flywheel to the engine Y, and shaped so that it may be used as a 
hand wheel also. 

A handle, H, operates the valve of the engine Y through rods 
and levers R,, R3, etc., at the same time moving the index X by means 
of the rod r. Thus the weigh-bar shaft may be turned either by turning 
the hand wheel L, or by admitting steam to the cylinder Y, the wheel 
L in the latter case simply revolving as a flywheel. If steam is admitted 
to Y continuously, the engine drives the worm wheel U continuously in 
one direction, whilst the end of the arm Q reciprocates to and fro, the 
length of the reciprocation being so arranged that the links are moved 
backwards and forwards between the extreme positions of fiill gear 
ahead and full gear astern. 

It is not absolutely necessary therefore to provide the engine Y 
with reversing gear, but it is usually made reversing so that the links 
may be moved from a given position to any other position with the 
smallest possible angular motion of the worm wheel. 

Reversal of Y is effected by turning the steam valve about its valve . 
spindle by the handle M. The valve is cylindrical in form, and is 
provided with ports so that in one angular position on the spindle 
it works as an ordinary slide valve with outside steam admission and 
inside exhaust, but when turned into a second position about the valve 
spindle it works with inside steam admission and outside exhaust. In 
this way reversal is easily eflFected. 

The method of reversal by the interchange of steam and exhaust 
passages is more fully discussed in Article 130 in connection with the 
steam steering engine. When the links have been brought into any 
desired position, the weigh-bar shaft is locked by clamping the worm 
wheel U against one of the vertical standards of the engine, by means of 
a T-headed bolt which passes through the standard, the T head lying 
in a suitably formed groove inside the rim of the worm wheel. The 
clamping is done by turning the handle h, which, by means of a 
longitudinal connecting shaft, turns the wheel q, which is in gear 
with the spin- wheel p. The boss of p is screwed to form the nut 
of the T-headed bolt. The wheel p and the worm wheel U are of 
course on opposite sides of the column seen in the figure to the left. 
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A model of the " all round apparatus " can be seen at the South 
KeneingtOQ Museum fitted to the model of the enginea of the S.S. 
Flamboro. In this case the enginea are worked from the front and 
the design of the gear is modified accordingly. 

111. Brown'i power rerentng mechanism. Fig. 121. The piston 
rod C, of a cylinder, continued through a small hydraulic cylinder E, 
is coupled directly to the arm of the weigh-bar shaft at F. The joint F 
must therefore move in a circular arc, and the necesaaiy angular 
freedom is obtained by connecting the main casting of the mechanism 
to the frame of the main engines by a single pin joint A. When 
steam is admitted into the cylinder the piston rod pushes or pulls 
the weigh-bar shaft into a new angular position, the speed being 
limited by means of the hydraulic cylinder E. A block piston J) 
is cottered to the piston rod and a small hole is drilled through it, 
and, the cylinder being filled with water, every movement of the piston 
rod is accompanied by a transference of water from one side to the 
other of the piston D through the small hole, the hydraulic resistance 
to this transference acting as a brake. The cylinder is kept filled with 
water in an ingenious way. The water which collects in the bottom of 
the valve chest is forced by the steam pressure in the chest through 
the non-return valve R, and into the hydraulic cylinder which is 
connected to £ by a small copper pipe, which can be seen in the 
figure. 

The interesting feature of the gear, however, is the way the position 
of the piston in the cylinder, and therefore the angular position of the 
weigh-bar shaft, is controlled by the reversing lever, the piston starting 
to move when the lever is moved in the quadrant, and continuing to 
move until it stops in a position which places the weigh bar in the 
definite angular position corresponding with the notch in the quadrant 
to which the reversing lever is moved. 

The mechanism for doing this is simple. An arm X is bolted 
rigidly to the piston rod. The end of this arm is grooved to the curve 
of the bar W, which can move easily up or down through the groove. 
The curved bar carries a shank TJ7, so that V-T- W is one piece. The 
valve rod is jointed with this piece at U, and the bell crank end of the 
reversing lever is connected to it at T. Consider the motion of the 
piece iZ-T- IT relatively to the arm X. When it is pushed up or down, 
the curved part W is compelled to slide in the slot, and the motion 
of the points T and U is the same as though they were points on a bar 
centred at the centre of curvature Z of the piece W, as indicated 
in Fig. 121 and above in Fig. 122. So that in considering the motion 
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of the piece U-T-W, so &r as the motion of the points T and U are 
concerned, the actual mechaniBm may be replaced by a bar, carried 
on a centre Z formed in the arm X, the arm of course being supposed 
extended to the left for this purpose. The valve is set so that when 
Z-T- U is horizontal the piston is at the centre of its stroke and the valve 
is in its central position, so that no steam can get into the cylinder. 

Suppose now that the reversing lever is pulled into the astern 
position. The point T is moved upward to T,, as indicated in the 
centre line drawing of the bar, Fig. 122, the bar turning about the 
centre Z, and hence the point JJ is moved upwards to (7",, causing the 
valve to open the lower port of the cylinder. Steam is admitted 
and the piston at once begins to move up, but in doing so it carries the 
point Z upward also, the bar now turning about T, as a fixed point, and 
when / arrives at Z, the point U^ has moved downwards to its original 
position, thus bringing the valve back to the central position and 
shutting off the steam. The distance moved through by the piston 
depends upon the amount of the vertical movement originally given to 
T, and this depends upon the angle through which the reversing lever 
is turned. Hence if the quadrant is divided up into notches, the move- 
ment of the reversing lever from one notch to another corresponds to a 
definite vertical movement of the piston, and to a definite angular 
position of the weigh-bar shaft. It will be seen from the drawing that 
the end of the weigh-bar shaft carries a rack /, gearing with a pinion J, 
the shaft of which carries a worm wheel K, operated by a worm L, 
which is keyed to a shaft on which the hand wheel M is fastened. When 
steam control is used the worm is thrown out of gear with the wheel 
by means of a cam. By throwing this cam in, the engine can be 
reversed by hand. A locking arrangement is provided so that the 
main engines can be linked up to, and locked in, any position in 
the ahead gear. A pawl P, weighted to disengage automatically by 
the weight Q, may be thrown into gear with the rack, where it is held 
in gear by the downward pull of the piston, a pull which is always 
maintained by setting the slide valve so that it stands slightly open in 
ahead gear. 
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CHAPTER VIII. 

WALSCHAERT GEAR. RADIAL GEARS. 

112. Beaolutlon of the valve displacement onrve Into two 
components. The actual motion which the slide valve receives from 
the eccentric of a simple valve gear may be resolved into two 
component motions, which motions may be considered as derived from 
eccentric cranks which aje themselves components of the eccentric 
which produces the actual motion. 

The case of most practical interest is that where the eccentric crank 
is resolved into two components respectively at right angles to, and at 
180 degrees with, the main crank, it being understood that if the line 
of stroke of the valve is inclined to the line of stroke of the piston the 
two are brought into coincidence before beginning the resolution. 

In Fig. 123, Od is the 180 degree component, and Oh is the 90 
degree component, of the eccentric Oa. The corresponding component 
displacement curves are shown in Fig. 124 together with the resultant 
displacement curve due to the eccentric Oa. Points on the curves are 
obtained by projecting the successive positions occupied by the points 
k, a and d, as the crank is placed in different positions. 

In the diagram, any horizontal distance OjO,, measured to the 
resultant curve, is equal to the algebraical sum of the components, 
0,d, and 0,A,. 

Neglecting the effect due to the obliquity of the eccentric rods, the 
displacement curve corresponding to the component eccentric Od is 
a cosine curve whose maximum ordinate is 
Od = r COB <f> = A, 
and points on the curve may be calculated from 

a: " ^ cos (tf + 180) = - J cos (9. 
The displacement curve corresponding to the component eccentric Oh 
is a sine curve whose maximum ordinate is 
OA = r sin ^ = jS, 
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Mid poiots on the curve may be calculated from 
a: = - B sin (9. 

It sbould be carefully bome in mind that the quantity A is the 
displacement of the valve from its central position when = degrees 
and is therefore equal to the steam lap phis the lead : and that B is 
the displacement of the valve when = 90 degrees. 

If the angular advance is changed to an equal negative value in 
order to obtain negative rotatioo of the crank, the 180 degree, or 
the A component, as it may be called, remains unchanged, whilst the 
90 degree, or B component, changes its sign. This will be seen at 
once from Fig. 123 where Ob represents the eccentric when is 
changed to a negative value, and Od and Og are the respective A and B 
components. The B component may now be conveniently described 
as the 270 degrees component, or — 90 degrees component. The sine 
curve corresponding to the negative value of B is shown with fine dots 
and the resultant curve due to Oh, or what is the same thing, the 
combination of the A component curve with the dotted curve, is shown 
with thick dots. 

Thus the combination of the A component curve with a 90 degree 
component curve determines a displacement curve which will effect 
a distribution of the steam causing positive rotation: and the com- 
bination of A with a 270 degree component will give a curve 
which determines negative rotation. 

If A, still constant in value, be combined with either a 90 or 
270 degree component of smaller maximum value, the resulting dis- 
placement curve will have a smaller maximum value and will determine 
cut off in each case sooner in the stroke. 

There are two limiting cases, first when if = 0, secondly when A=Q. 
When jS = the distribution must be effected by the A component 
alone and it vrill be recognised that this corresponds to a mid-gear 
distribution of the link motion, where the cut off is eo excessively 
early that the distribution of steam cannot work the engine against a 
load. When ^ = 0, a steam distribution is only possible if the valve 
has no steam lap and works without lead, the corresponding indicator 
dic^ram being a rectangle. 

With a fixed value of A and a value of B varying between a positive 
and a negative maximum, families of displacement curves are obtained 
which determine various cut oBn. 

The femily of curves. Fig. 86, illustrate this point, f^h curve 
may be looked upon as the combination of an approximately constant A 
curve, the displacement curve at mid-gear, with a B curve whose 
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maximum value is proportional to the quantity u, where of course u 
ranges between a positive and negative maximum value. 

This principle of combining two displacement curves may be 
extended to include the combination of any pair of periodic curves 
roughly following the shape of sine and cosine curves whose values 
are a maximum and zero respectively both when the crank angle 
is and when ib is 180 degrees. 

Thus, any periodic curve of the general shape of a cosine curve 
whose maximum value is A (the lap plus the lead), when the crank angle 
is or 180 degrees, may be combined with a curve of the same period, 
the general shape following a sine curve whose value is zero when the 
crank is or 180 degrees, to give a resultant curve which will represent 
the movement of a slide valve capable of producing a distribution of 
steam which will drive the engine. 

113. The revenlng gear known either am the Heualnger 
Ton Waldegg or the Walichaert gear. This is a gear. Fig. 125, 
constructed on the principles discussed in the previous article. The 
180 degree, or A component, of the valve motion, which ib will be 
remembered is 180 degrees from angular agreement with the crank, is 
obtained by means of a lever VJB, connected to the valve spindle at V, 
and to the crosshead at J). In the usual arrangement of the gear the 
poinb V is compelled to move in a straight line by substantial guides, 
consequently the connection between the end I) and the crosshead 
must either be slotted, or the link DH may be interposed to allow 
a small amount of vertical freedom to /) as it swings about the 
point V. The poinb J must be so chosen that, considering ib to be 
a fulcrum, at rest, the maximum movement of K to the right or left 
of its central position is equal bo the steam lap plus the lead. The 
lever VJD thus has two functions: one, the reversal of the motion 
of the crosshead so that the motion of V is equivalent to the motion 
it would receive from a crank placed at 180 degrees with the main 
crank ; this is secured by placing the point / between V and D : the 
other, the reduction of the stroke of the crosshead to the amount 2A, 
which is accomplished by properly choosing the position of the point J 
in relation to the points V and D. 

The 90 degree component of the valve motion is obtained by 
connecting the fulcrum / to a link Ee, curved to the radius of the 
valve rod JP, and driven by a single eccentric sheave so placed with 
regard to the crank that the link Ee passes through the position where 
J is its centre of curvature, at the instants when the crank is passing 
through either of the dead point positions, namely degrees or 
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180 degrees. The angular position of the sheave ia in consequence 
+ 90 or — 90 degrees with the main crank if J" ia on the line of stroke 
of the piston, but if for conatructive reasons it is found convenient 
to place F nearer to Q, the angle is slightly changed. The point Q, 
about which the link oscillates, ia a fixed axis, hence, when the point P 
is brought into coincidence with Q, by the turning of the weigh-bar 
shaft whose fixed axis is at W. J receives no motion from the link, that 
is £ = 0, and the motion is in mid-gear. 




Variation of the value and aign of B is obtained by placing the 
point P in a position either above or below the fixed axis Q. The 
position is controlled by the suspending link 8U and the weigh-bar 
abaft. 

Which half of the link will determine the aign of B for positive 
rotation (forward running) depends upon which end of the link is 
connected to the eccentric sheave, and again, whether the eccentric 
sheave is 90 degrees approximately, in front of, or behind the crank. 
To ascertain which is the half for positive rotation in any given case 
with outside steam admission, imagine the crank placed at degrees, 
and then to be turned slightly in the positive direction. Then that 
half of the link will determine positive rotation which moves away to 
the left of the vertical centre line. 

The radius of the eccentric abeave Oj must be so chosen, that the 
motion V receives through the link Ee and the lever DJV, D being 
now the fulcrum about which the lever turns, has a stroke equal to 2B 
when P is at its greatest distance either above or below Q, B itself 
having the value corresponding to full gear. 

D. V. 16 
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Thus the link Ee has two functions, one, the changing of the sign 
of B, which is brought about by placing P either above or below Q ; the 
other, the changing of the magnitude of B, which is accomplished by 
holding i* at a definite distance from the fixed centre Q by the weigh- 
bar shafi. gear. 

When the crank is at or 180 degrees the valve will be open 
by the amount of the lead. In order that the lead may remain 
constant, whilst the gear is changed from full forward to full backward, 
the point / must remain at rest whilst this change in the configuration 
takes place. This condition is secured by curving the link Ee to the 
radius JP. The initial geometrical problem in connection with the 
design of all reversing gears is thus exactly fulfilled. The distinguishing 
characteristics of this gear are therefore that the lead is constant for all 
positions of jP in the link Ee, and that only one eccentric sheave is 
required. 

114. Walschaert gean, Northern of France Railway, and 
Belftxt and Northern Oountlea Railway. The good record of 
the De Glehn four cylinder compounds on the Northern Railway of 
France in connection with the express service between Paris and Calais 
is well known in this country. It is interesting to notice that the 
De Glehn compounds are fitted with the Walschaert gear for both 
the inside and outside cylinders, the general arrangement of the gear 
for the outside cylinders being shown in Fig. 126 and for the inside 
cylinders in Fig. 127. 

Both drawings are lettered similarly with the centre line sketch, 
Fig. 125, so that there will be no diflBculty in following the several 
parts, It will be observed that the eccentric sheave giving the 
90 degree component, has been replaced by a return crank in the 
case of the outside gear, Fig. 126. This is the usual arrangement 
when the gear is applied to outside cylinder engines. 

Another point to notice is, that the return crank, though equivalent 
to an eccentric placed at 90 degrees with the crank, is connected by its 
eccentric rod to the lower end of the link Ee, so that the lower half of 
the link determines positive rotation. Therefore tt is to be consudered 
negative when measured from Q, upwards, and positive when measured 
from Q downwards. 

The valve spindle is constrained to move in a straight line by the 
guide 0, which is fixed to the slide bar. 

The slide valve worked by this gear is of the balanced type and 
has already been illustrated in Fig. 16. 

The gear for the inside cylinders. Fig. 127, is generally similar in 

16—2 
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design to that for the outside cylinders. An eccentric sheave drives 
the link, being coupled by its eccentric rod ao that the lower half 
determines positive rotation. The bracket guiding the valve spindle is 
bolted to the engine frame. I am indebted to Mr Bosquet of the 
Northern Railway of France for the drawings from which Figs. 126, 
127, 16 and Fig, 132 below have been prepared. 

Fig. 128 shows the arrangement of the Walschaert gear used by 
Mr Malcolm on some inside cylinder four coupled locomotives, belonging 
to the Belfast and Northern Counties Railway. It" will be noticed that 
the centre line of the cylinder is inclined to the line of stroke of the 
valve. The general arrangement of the parts can easily be maAe out 
ftt)ra the drawing. 

The Walschaert gear is extensively used in locomotive practice on 
the Continent, in fact it is so rapidly displacing the link motion there 
that it may be considered the standard form of reversing gear for 
locomotive work. 

It has been used to a limited extent on marine engines, Messrs 
Denny of Dumbarton having fitted a modification of it, designed by 
Mr Walter Brock, to about 70 sets of engines, including those of the 
Dover, Calais, Lord Warden and other vessels which are running on 
the cross channel and other services. A fine model of the engines 
of the Princess Henriette fitted with this gear can be seen in the 
South Kensington Museum. 

116. Walschaert gear continued. Valve displacement 
curves of the high pressure gear fitted to the Northern 
Railway of France engine lUnstrated in Pig. 136. The symbol u 
means, in connection with this gear, the distance between the points 
P and Q when the crank is in the zero position, u being reckoned 
positive when it is measured from Q, downwards, and negative when 
measured from Q, upwards. 

A set of displacement curves for values of u, 
61"-=155mm., 4J"=114mm., 3"=76mm., lj"=38mm., 

zero, 
-61"=- 155 mm., -4i"=-114mm., -3"=-76mm., -Ii"=i38mm., 
is shown in Fig. 129 together with the piston displacement curve and 
the lap lines, the combination forming the valve diagram for the gear. 
In this case there is negative inside lap so that the points of release, 
marked generally by the letter r, and the points of compression, marked 
generally by the letter k, do not fall on the vertical centre line of the 
diagram. It will be seen from the diagram that the lead is constant 
for all values of u. 
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The commoii vertical TT is placed to secure equality of lead in the 
two cycles. The centre line diagram at the top of Fig. 129, shows all 
the dimensions, and the setting of the weigh-bar shaft for which the 
displacement curves were drawn. A small vertical movement of the 
weigh-bar shaft centre relatively to the crank axle has a negligibly 
small effect on the distribution. In the actual engine the valve was 
set ao that there was a slight difference in the leads for the two 
cycles. 

The drawing of the displacement curves may be carried out in the 
following manner : — 

(1) Set out, Fig. 130, the centre line of the valve spindle m, 
the centre of the crank shaft 0, the centre of the weigh-bar shaft W, 
and the fixed centre about which the link oscillates, Q. 

(2) Assume that a displacement curve is to be drawn for 
a given value of u. Draw the weigh-bar shaft in the angular 
position corresponding to the given value of u, thus fixing the 
position of the point of suspension, U. 

(3) A series of points have now to be found on the displace- 
ment curve for 24 equidistant crank positions. Let 6 be the angle 
defining one position. Set out the crank at this angle and 
measure out fi?om it the position of the eccentric, obtaining thereby 
the position of the point _;'. With radius equal to the length of 
the eccentric rod jF, draw an arc F^F^ from ; as centre. Or 
suppressing the eccentric rod, this arc may be set out with a 
curved template. Fig. 130 is arranged on the assumption that 
this method has been used. (See Article 90, Fig. 93.) With radius 
equal to QF and centre Q cut the arc F^Ft in F. This fixes a 
position of the link. To draw it, use a template, shaped to the 
curve Ee, having the points Q and F correctly marked on it. 

(4) Draw the path of the point H and fix the position of fl^ in 
the path for the given value of 6. 

(5) Make the chain of links HD, DJV, JSP, SU out of thin 
wood, letting in small transparent celluloid windows at V and P, 
pierced with a fine hole to define the points V and P, and arranged 
that the under sur&ce of the celluloid is in contact with the 
surface of the paper. Fix points to the links at the centres 
corresponding to U and ff and finish them to a fine needle point. 

(6) Then placing one centre at U, and the other at the 
position found for H, move the chain into the position where the 
point P is on the centre line Ee whilst the point V is on the line 
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of stroke of the valve. This position can be found with accuracy 
since the fine centre lines can be brought easily to the centre of 
the needle hole in the windows. Then prick through the position 
V. This fixes the position of the valve corresponding to the crank 
angle $. The remaining 23 positions can be found in a similar 
manner, and the displacement curve for the given value of u 
is then found by projecting or transferring these positions to the 
borizoDtals of the displacement diagram corresponding to the several 
crank angles, thus fixing the 24 points through which it passes. 

(7) Repeat the process for different positions of the point of 
suspension V corresponding to stated values of u and having drawn 
the &mily of curves, place the vertical axis TT, to satisfy some 
stated condition of valve setting. 

116. Walichaert gear oonttnned. Approximate theory. 
VlTit Approzlmatloti. In this investigation the several obliquities 
of the connecting rod, of the eccentric rod and »f the suspension link, 
US, are neglected, and the value of u is supposed to remain constant. 

Consider first the 180 degree component of the motion. The 
point J, Fig. 130, is the fulcrum about which the lever VJD turns 
under the action of the crosshead, and when the B component is equal 





Fig. 130. Walschabrt Geab. Centre linbs after 

TBB BOCENTBtC BOD. 
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to zero this point is at rest, except for the small vertical motion 
consequent upon the constraint of K in a straight line. 

The point J must be chosen between the points V and D so that 
the stroke of F is equal to 2A, that is to twice the steam lap plus 
twice the lead. 

Let R be the radius of the main crank, then 

VJ:JD-A :R (1) 

is a relation from which the proportions of the lever may be found 
when A and R are known. 

The displacement X. of the point H, from its central position, in 
terms of the crank angle, which is of course the same as the displace- 
ment of the crosshead centre, is given by 

X = iicos5 (2). 

Hence, neglecting the obliquity effect of the link HD, the value of the 
180 degree component displacement is given by 

vr 
-^■^xR^osO (3). 

Secondly, consider the 90 degree component. 
Let QF=e. 

QP = u. 
Oj = r. 
Neglecting the obliquity of the eccentric rod, the displacement of 
the point F, from its central position, is given by 
rcoa{S + dO) = -r3m0, 
and the displacement of any point P, distant u from Q, will be given by 

-- rain d, if Pis below Q (4), 

+ - rsind, if P is above Q ■. (5). 

For positive rotation of the crank the negative expression must be 
taken. In this m may be supposed positive. Therefore by chaiiging 
the sign of u to minus when it is measured out above Q, the expression 
will be adjusted for negative rotation without further consideration. 

Neglecting the effect of the suspension link, and assuming the 
rod JP to move always parallel to itself, the point J will have the 
same horizontal movement as the point P. Hence equation (4) 
represents the displacement of the point J from its central position. 
So far as the lever VJD is influenced by the motion of the link it 
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turns about Z) as a fulcrum. The motion of J must be increased in 
the ratio VD : JD to find the value of the &0 degree component at 
the valve spindle. Therefore the diapkcement of the point V, due to 
the action of the eccentric and the links through which the action is 
transmitted, is thus 

ruVD . ^ 



cJD 



■■(6). 



The whole displacement of the valve, to a first approximation, is then 
given by 

VJ „ . ruVD . . ,-, 

. = ~^xiicosfl--^^smd (7). 

So that A=^^^R (8), 

--1^ <^)- 

Second Approzlmatton. By taking into account the obliquity of 
the connecting and eccentric rods an expression giving a near approxi- 
mation to the actual displacement of the valve can be obtained. The 
assumption that the value of u remains constant must still be made. 
This assumption can be maintained sensibly true for either fore gear or 
back gear by properly choosing the position of the weigh-bar shaft. In 
engines designed for express work, and which therefore run usually in 
forward gear, the position of the weigh-bar shaft should be chosen to 
make the variation of u a minimum in forward gear. The result of 
that adjustment is generally to increase the slip in back gear. 

Referring to Article 71 it will be seen that equation (1) gives the 
displacement of the piston from its central position in terms of the 
crank angle B. Neglecting the effect of the link DH, this is also the 
displacement of D, Fig. 130, from its central position. Hence the 
180 degree component of the valve displacement is given by 

VJ „ / . iisin"^ „„, 

where L is the length of the connecting rod and R is the crank radius. 
If r is the eccentric radius, and / is the length of the eccentric rod, 
the displacement of the point F from its central position is given by 
the expression 

„„(«+90) + lH^^±^) (11), 

which is equivalent to 

-l"--*^} w 
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The displacement of the point P, corresponding to a positive value 
of u, is 



..(13). 



Assuming u to remain constant in value, and neglecting the eflfect of 
the obliquity of the rod JP, the point J has the same horizontal motion 
as the point P. 

VD 
Multiplying expression (13) by -jj: to obtain the value of the 

90 degree component at the valve spindle, and adding the expression 
for the 180 degree component given in equation (10), the actual dis- 
placement of the point V is given by the expression 

VJ _j . R8in*0) VD ru(. . rcos'^l.,.. 

This expression gives the displacement of the valve, reckoned from its 
central position, or centre of oscillation. 

The position of the centre of oscillation changes as the value of u 
is changed. In order that the expression may give the displacements 
from a common axis, as the axis TT in the valve diagram, Fig. 129, for 
all values of w, a constant term must be added to the equation, whose 
value is to be adjusted to each change in the value of u. 

Thus, let /{ft, 0) represent the right side of equation (14). Then 
in general 

a; =/(«,«) + (7 (15). 

Let a definite value, «,, be given to u : then any value may be assigned 
to C. If the assigned value is zero, the equation gives the displace- 
ments from the centre of oscillation corresponding to u,. For greater 
generality let the constant have the arbitrary value ©„. 

When another value is given to u, u„ say, the constant Ca changes 
to Cx, If the gear is set so that the lead is constant, the values of x 
at the dead points are the same for all values of u. Hence when the 
displacements are measured from a common axis, the axis determined 
by the initial value C„ assigned to the constant, C* can be found from 
the equality obtained by putting ^ = 0, in the general equation obtaining 
X, the displacement at the dead point =/(ui, $,) + C, =/(«„, ff,) + C^, 
from which 

P, =/('»!, ^o) + C.-/(«n,^.) (16). 

In order that the lead may remain constant for all values of u, the 
link must be arranged so that the point J is its centre of curvature 
when the crank angle is either zero or 180 degrees. The eccentric rod 
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and link must therefore have the configuration indicated in Fig. 131 
for the crank angles and 180 degrees. Unless this condition is 
realised, the point P cannot be moved from its extreme upper position 




J' 
Fig, 131. Walbchaert Gear. The Settino for ConerrAKT Lead. 

to its extreme lower position without changing the lead, , The point m 
marks the mid-position of F, and it will be at once understood. &om 
the figure that the link does not occupy its mid-angular position when 
the crank is at either dead point. 

Example. The dimensions of the several quantities in equation 
(14) in the case of the high pressure gear of the Northern of France 
engine illustrated on page 226 are : — 

77= 75 mm. 

JD = 700 mm., therefore VD = 775 mm. 

R =320 mm. 

L =2200 mm. 

r =90 mm. 

I = 1313 mm. 

c = 260 mm. 

Introducing these values in equation (14) and adding the arbitrate 
constant (?«, 
a; = - 34-25 (cos ^ + 0727 sin' $) - 0-383w (sin $ - 0-034 cos" 5) + {?„. 

Table 9 exhibits the result of applying this formula to calculate 
points on the displacement curve for mid-gear, where u = 0, The value 
assigned to the arbitrary constant is zero. This value corresponds with 
the position of the common vertical axis TT, Fig. 129, which is there 
drawn so that it corresponds with the centre of oscillation of the valve 
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for mid-gear. From the Table it will be seen that the results, compared 
with the actual displacement, measured from displacement curves, are 
within about half a millimetre. There may of course be small errors in 
the drawing, so that so far aa mid-gear is concerned, the formula may 
be considered fairly accurate. 

The results of calculating points on the displacement curve with 
values of M, ± 114 mm., are given in Table 10. The corresponding 
measurements from the actual displacement curves are also tabulated. 
The differences between the measured and the calculated displacements 
are greater than in the case of mid-gear, chiefly because the suspension 
link keeps u in a continual state of change. In fore gear, however, 
where u has positive values, the differences are not great. 



TABLE 9. 

Walschaebt Valve Gear. 

Comparison of (he calculated values of the displacement tvitk the 
values measured from the actvxil displacement curves. Mid-gear. 



fBlue of e 


CalDoLited T&lae 


Aotual value 


DiflBTBnC 

mm 





- 34-25 


-34-2 


005 


30 


-30-2 


-30-9 


0-70 


60 


- 18-97 


-19-3 


0-33 


90 


- 2-49 


- 2-6 


Oil 


120 


15-2 


16-6 


0-4O 


160 


291 


28-9 


O20 


180 


34-25 


34-0 


0-25 


210 


29-1 


29-2 


0-10 


240 


15-2 


16-7 


0-60 


270 


- 2-49 


- 2-8 


0-31 


300 


- 18-97 


-19-0 


0-03 


330 


-30-2 


- 30-6 


0-1 


360 


-34-25 


-34-2 


0-06 
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TABLE 10. 



Comparison of the calculated vaiues of the displacement with the values 
measured from the actual displacement curves when u is equal 
to +114 and -114. 





u=+l 


4 mm. 




« 


= -lHmm. 




il«l. 








Cklonlated 




DiffereDoe 




mm. 


mm. 


mm. 


mm. 


mm. 


mm. 





-34-25 


- 34-20 


0-05 


- 34-26 


34-20 


006 


30 


- 52-48 


- 52-60 


0-12 


- 8-07 


8-20 


0-13 


60 


- 57-91 


- 58-60 


0-69 


19-94 


21-00 


1-06 


90 


- 47-63 


-49-00 


1-37 


42-66 


44-30 


1-64 


120 


- 22-66 


-26-00 


1-34 


54-19 


55-50 


131 


160 


6-83 ■ 


7-00 


0-17 


61-24 


61-20 


Ofl4 


180 


34-26 


34-20 


0-06 


34-26 


34-20 


0-05 


210 


50-50 


50-00 


0-50 


7-58 


5-50 


208 


240 


61-96 


53-00 


1-06 


- 21-50 


27-50 


6-00 


270 


39-68 


41-00 


1-32 


-44-67 


53-00 


8-33 


300 


17-70 


18-50 


0-80 


- 56-69 


61-60 


6-81 


330 


- 8-82 


- 9-00 


018 


- 51-74 


53-00 


1-26 


360 


- 34-25 


- 34-20 


0-06 


- 34-25 


34-20 


0-06 



117. The design of a Walsohaert gear. Proceed as follows : — 

(1) Make a preliminary drawing of the gear, adapting the 
general arraagement to the apace available, and for greater 
generality suppose the point F, Fig. 125, to move in an arc which 
is above the lioe of stroke. This drawing fixes provisionally the 
length of the connecting rod, the position, Q, of the centre of 
the link, the position, W, of th^ centre of the weigh-bar shaft, 
the distance QF=c, and the maximum value of u. It is 
generally convenient to connect the end of the eccentric rod to 
the lower end of the link, so that with the eccentric set at 90 
degrees, the value of u will be positive, when measured out below 
the centre Q, and negative, when measured above the centre. 
The signs of « must be reversed if the eccentric is set 90 degrees 
behind the crank, 

(2) Assume suitable values for the cut off, lead, and maximum 
port opening for steam, for full gear, and find the equivalent 
eccentric, whose constants are p, ■<jr. 
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(3) From Article 116, equations (8) and (9), 

vr 

pCCBir. A-j^xR (1), 

p.m + -B--jj;X- (2). 

(4) Design the link VJD. Equation (1) may be written in a 
more convenient form for this purpose, namely 

Ji>= jx VJ (3). 

Then take a value of VJ large enough to obtain proper joints 
at V and /, substitute the known values of A and R, and calculate 
the length JD. 

The design of the joints at V and ^ is an important matter. 
A drawing of these joints for the gear illustrated in Fig. 126 is 
shown in Fig. 132. The actual distance between the joints is 
75 mm. = 295". Pins V and J are obtained, each 40 mm, = 1575" 
diameter, with room for the gun-metal bushes L^.L^. 

The object of the general arrangement is to get the centre 
of the joints V and J in the same vertical plane in order to avoid 
a twisting action on the valve spindle. This is accomplished by 
coupling the end of the valve spindle, P, to a long stirrup F, 
which carries the joint V centrally, and is guided in a straight 
line by the bracket &, bolted to the slide bars. A gun-metal 
block B, held up by the bolts fc,, t, forms, with a gun-metal piece G, 
a guide for the stirrup. The block B is hollowed out centrally to 
allow clearance for the valve rod when the motion block P is at the 
upper part of the link. 

(5) Having fixed the lengths VD and JV, calculate the value 
of r from expression (2), substituting therein the maximum value 
of u. Thus 

JD cB ... 

'■=Ko^« <*>■ 

(6) Find the proper angular advance of the eccentric sheave, 
or return crank, in the way detailed in the example following, 

118. Example. Design a Walschaert valve motion, the full gear 
conditions being: — 

Cut off, 80 per cent, of the stroke. 
Maximum opening, 1625 inches. 
Lead, 03 inch, 
D. v, 16 
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The equivalent ecceDtric corresponding to these conditions is 
p E 2'665 inches. 
■^ - 120 degrees 15 minutes. 
Therefore .d = lap + lead = ^ cos ■^ = 1-33 inches. 

B = p sin -^ = 2'3 inches. 
The steam lap is therefore 103 inches. 

Design of the lever VJD. Let the stroke of the piston be 24 
inches, so that the crank radius, R, is 12 inches, and let the distance 
Ft/" be 3 inches. Then from equation (3) of Article 117, 

J"i)-'|~= 27 inches. 

BeterminaUon of the radius of the eccentric sheave. Let it be 
assumed that the preliminary drawing has shown that the following 
dimensions will be convenient, namely, 

c = 10 inches, 

w = 6 inches for a maximum value. 

Also the calculation just made gives JD = 27 inches ; and VD = 

(27 + 3) — 30 inches. Then from equation (4) of the present article, 

10x27x23 .^^. . 

345 mches. 




Tig. 133. Walbchaert Gxab. The SBrriifG of the Eccsntbic Sheave. 

To find the angular advance of the eccentric sheave, or the angular 
position of the radius of the return crank. Set out the link. Fig. 133, in 
the position where / is the centre of curvature. J" is to be taken on a 
line parallel to the line of stroke of the valve and passing through the 
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centre of the link Q. JQ is equal to the length of the valve rod and 
this length is determined by the preliminary drawing. 

Draw QF at right angles to the line of stroke of the piston. Join 
FO. Then the points p, and p, are very nearly the positions occupied 
by the centre of the eccentric sheave when the point F is at its 
dead points. Draw Oj at right angles to FO. Then Oj is the position 
which the eccentric must occupy when the crank is at degrees, and 
therefore ^ is the angle at which it must be set with regard to the 
crank. The dotted position of the crank and eccentric shows that the 
point F is brought to the same position in its path when the crank is 
on the 180 degree position. Hence for either of these positions the 
motion block may be moved ftom one extreme position of the link to 
the other, without moving the valve, because •/ is all the time at the 
centre of curvature of the link. 

The weigh-bar shaft centre can now be chosen to minimise the slip 
in either gear, or to keep the slip bs small as possible in both forward 
and backward gear. 

119. Radial gean. Haolcworth'i gear. John Wesley Hack- 
worth, in 1859, patented a valve gear, based upon the principle of 
combining two motions at right angles, which differed considerably 
from the forms of gear in use up to that date, and this gear may be 
looked upon as the first of a. class of reversing motions which have 
since been developed under the name of radial gears. 

Fig. 134 shows the principle of the gear which Hackworth patented 
in hia specification, number 2448. An eccentric OD is placed at 
180 degrees angular advance with the main crank, OIC. The eccentric 
crosshead J is constrained to move, by the guide PP, in a straight path 
which may be placed exactly at right angles with the line of stroke of 
the piston, or it may be inchned to the right or to the left of this 
vertical position, and held at a definite angle, by means of suitable 
controlling gear, motion taking place about the fixed axis W. The 
valve rod VY is now jointed to the eccentric rod at a point V. 

It will be seen at once that the horizontal projection of the motion 
of V gives a component at 180 degrees with the crunk, the half stroke 
of which may be made equal to the quantity A, the kp plus the 
lead, by suitably choosing the eccentric radius and the position of 
the point F along the rod; and that the horizontal projection of the 
motion of J in its inclined path P gives a 90 degree component, 
which, reduced in the ratio VD:JD, combines with the 180 degree 
component to produce a resultant horizontal motion of V suitable for 
working a slide valve. The magnitude of the 90 degree component is 

16—2 
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varied by varying the inclination k of the path PP. When the path ia 
vertical, the 90 degree component vaniehes (neglecting the obliquity of 
the valve rod VY) and the motion is in mid-gear. When the inclination 
is changed over from one aide to the other of the vertical position, the 
sign of the 90 degree component is changed, and tho engine is reversed. 
Such briefly is the principle of the action of Hackworth'a gear. An 
approximate expression for the motion of the valve can easily be 
obtained, when the effects of the obliquitiea of the connecting rod 
and the valve rod are neglected. 

The horizontal projection of the motion of i> in terms of the crank 
angle ia given by 

-ODcwff. 
Assuming the path PP to be vertical, so that the 90 degree component 
is zero, the corresponding horizontal motion of V ia 

VJx OD . 

JD-"^^- 

Again, assuming the path PP to have its fixed axis W placed at 
the mid-position of J's motion, the vertical displacement of J from ite 
central position in the path, neglecting the obliquity of the eccentric 
rod, is given by 

ODsm0. 
When the path is inclined at an angle k to the vertical, the horizontal 
projection of this is approximately 

tanicxOPsinl? (1), 

and since J is turning about the point D as fulcrum, the magnitude of 
this must be reduced in the ratio VD : JD. Hence the 90 degree 
component is given by 

^tan*x VD^OD . . ,„, 

the plus sign being used when the path is inclined to the left of the 
vertical and the minus sign when it is inclined to the right. The 
former position corresponds to negative rotation, and the latter to 
positive rotation. Therefore the whole displacement of the valve from 
its central position is given approximately by 

«= 77) — cosfi tan* jyT-^sma (3), 

from which 

VJxOD 
^=- JD-- 

S=±— ^— tan*. 
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The variable angle « occurs in the second term of the expression only, 
consequently the lead is constant, because when ^ = or 180 degrees, 
this term vanishes. 

Hackworth shows an arrangement, in the specification quoted above, 
in which the path PP is replaced by a radius link LJ, so centred, that 
the point J is guided in a curved path. The inclination of the curved 
path is changed by changing the centre L about which the link LJ can 
vibrate. The controlling gear must be so designed that the centre L 
may be held fixed anywhere along the path £Z,. 

Hackworth's inclined path may be placed between the points Vand 
D, as shown in Fig. 135. In fact he shows such an arrangement in his 
specification No. 4246 taken out in 1876. In this case the eccentric 
sheave OD must be placed with zero angular advance, because the 
fulcrum of the rod J is between V and D, the motion of V ia therefore 
180 degrees out of phase with the crank. 

120. Manhall gear. In 1879, specification No. 2138, Marshall 
patented the arrangement of the Hackworth gear. Fig. 134, in which a 




Fig. ISjB, Mabshall Valve Gkak. 
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curved path was used instead of the straight elide PP, in combination 
with certain modifications of the steam ports, with the object of correcting 
some of the inequalities of distribution connected with this type of radial 
gear. The curved path is determined by a radius rod. Marshall's gear 
applied to a marine engine is shown in Fig. 136, where the arrangement 
used for changing the position of X, along the arc ZZ,, is shown*. 
The eccentric OD is placed at 180 degrees with the main crank, and 
the point J is constrained to move in a curved path whose inclination 
to the mid-position can be varied by means of the worm wheel and 
quadrant shown in the figure. 

121. Two geometrical oondltlotu whicli muit be latlBfled 
by a radial gear. There are two principles connected with the 
design of radial gears which require closer examination. These may 
be stated as two conditions, which must be satisfied, if the gear is to 
give a fairly symmetrical motion to the valve about the centre of 
oscillation, combined with the property of constant lead. 

(1) When the crank is placed at or 180 degrees, the move- 
ment of the reversing gear from one extreme position to the other 
should not cause any motion of the slide valve. This condition 
implicitly fixes the position of W, Fig. 134, the fixed axis of the 
path PP, because it is the turning of this path about the axis W, 
from one extreme position to the other, which reverses the engine 
from fiill forward to full backward gear. Hence the point / must 
coincide with the point W in these two crank positions, if the 
condition is to be fulfilled. 

(2) The point W should be ^ nearly as possible the centre of 
the stroke of J, otherwise, the movement of the valve will be 
unequal about the centre of oscillation, because the 90 degree 
component will have different maximum values during the rotation 
of the crank from to 180 and from 180 to 360 degrees. 

Briefly, for an accurate gear, J must move as though driven by a 
rod infinitely long, so that J is at the centre of its stroke when the 
main crank angle is or 180 degrees, and when the inclination of the 
axis is changed it must turn about an axis coincident with J'a central 
position. 

It will be seen at once that Hackworth's gear does not exactly 
realise these two conditions. So Ear as the first is concerned, this is 
exactly realised if the axis of the path is made to coincide with the 

* Beprodaoed from the Ptoettdingi of the InititaU of Mtchanical Btigineen, ISdO. 



lyGoogle 



248 



Valves and Valve Gear MechanMnie 



[CH. 



poaition J occupies in a line at right angles to the strobe through the 
crank shafb centre, when the crank is placed at or 180 degrees. But 
\>y placing W thus it makes it impossible to realise the second condition 
exactly, because owing to the obliquity effect of the rod DJ, W is not 
then the mid-position of J'a travel It is also evident that when the 
path PP is placed in the mid-gear position there hHII be a small value 
of the 90 degree component due to the obliquity of the rod YV. 

122. Impractloablllty of oonnectlner the point D directly 
to the connecting rod. An examination of Fig. 134 would suggest 
the practicability of taking the motion of D from some point on the 
connecting rod, thus obtaining a valve gear which is both a reversing 
and an expansion gear, without the use of eccentric sheaves at all. Tiy 
it. and then apply the conditions of the previous article. Thus, set 
out the crank circle, Fig. 137, and assuming some point on the con- 
necting rod, R, find the points R^ and iZ^ occupied by this point when 
the crank is respectively at and 180 degrees. Bisect .SgBuoinOi.and 
through 0| draw a line OiZ, at right angles to the line of stroke of the 




71^. 187. Obliqcitt EFrsci of the Link HJ. 

piston. Then take any point J on this line. Then JR^ is the link 
corresponding with the eccentric rod DJ of Fig. 134, in the position 
when 0=0. JBtk is the position of the link when ^ = 180 degrees. 
The point J must therefore coincide with the axis W of the path, if 
the first condition of the previous article is to be fulfilled ; for only 
then can the path be moved fi»m one extreme position to the other 
without moving the valve. If the second condition is to be fulfilled, J 
must also mark the mid-travel of the end of the link Jil,. Mark off J, 
and J,, the dead points of J'a motion, and it will be seen at once that 
the realisation of the second condition is impossible. 
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123. Brown gear. Thie ie ahowD Id Fig. 138, as applied to a 
Swiss locomotive. The connecting rod drives the crank through the 
rocking lever GHI. And with the gear shown, it is possible to connect 
the point D of the lever VJD to a point on the lower connecting rod IK 
so that the two conditions of Article 121 maj' be approximately satisfied. 
In gears of this type, the effect of the obliquity of the valve rod on the 
movement of the valve, may be approximately corrected by causing the 
point J to move in a path struck with a radius equal to the length 
of the valve rod itself. A characteristic feature of Brown's gear is the 
use of a system of compound levers to guide J in an approximately 
circular path of large radius, for the purpose of correcting the obliquity 
of the valve rod, whilst the levers themselves are short. The arrange- 
ment is clearly shown in Fig. 138. A frame, which can be turned about 




Tig. 188. Bbown Valve Oear, 

a fixed axis W, carries two fixed centres at a and c respectively. The 
link ab vibrates about the centre a, guiding the point b in the arc of a 
circle. A slide is centred at c through which the end of the lever Jb is 
free to move. The motion is in fact geometrically the same as that of the 
oscillating cylinder engine, afc being the crank, and cb the cylinder and 
piston rod, but the piston rod is produced to J. By properly choosing 
the proportions, the point J may be constrained to move in a curve 
whose curvature is approximately constant. By choosing the proportions 
so that the curve has a radius equal to the length of the valve rod the 
obliquity errors of the valve rod may be approximately corrected*. 

Many examples of this gear may be seen on the locomotives in 
Switzerland, to which country the use of the gear has been principally 
confined. 

* For [nether illQBtration of the Brown gear imd some bittoricsl note 
theravith, see a p«per by Otto Qmnger, pobliahed in Enginetring, Jan. IS, 1886. 
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124. Joy gear. In 1879, specification No. 929, Mr David Joy 
patented a gear worked from the connecting rod. The point D, Fig. 139, 
is connected to a lever RS, K being pinned to the connecting rod itself, 
and S being guided along the line 0,Z. With this arrangement it is 
possible to choose the point D in such a position along the link RS 
that the two conditions of Article 121 may be simultaneously satisfied. 
The way to choose this point will be shown in Article 129. 



QoR 





Tig. 139. CoBRKcriON or thk Obliquity Effect of DJ by the 

tNTKODUCTION OF THE LiNK SS. 

This gear formed the subject of a paper communicated to the 
Institute of Mechanical Engineers at the Barrow meeting in 1880, 
at which Mr F. W. Webb exhibited a London and North Western 
six coupled goods engine, cylinders 18" diameter x 24" stroke, fitted 
with the gear. Subsequently, the gear was used extensively on the 
London and North Western Railway, nearly the whole of the compound 
locomotives being fitted with it. It was used to some extent on the 
Great Ejastem Railway, by Mr T. W. Worsdell, and to a much greater 
extent on the North Eastern BAitway. Mr Aspinall has introduced the 
gear on the Lancashire and Yorkshire Railway, and Fig. 140 shows 
the gear applied to a four coupled express engine, belonging to the 
Lancashire and Yorkshire Railway. 

It will be seen that the 180 degree component of the valve 
displacement is obtained from the lever VJD, the lower end receiving 
a horizontal movement frx)m a link RD8, jointed to tha connecting rod 
at R, and to a radius rod at S. The object of the radius rod F8 is 
to guide the lower end of RDS as nearly as may be in a vertical 
straight line. 

The lever VJD must be so proportioned, that considering the 
point J to be a fulcrum, at rest, the end D receives such a horizontal 
movement, that the point V moves a distance equal to the lap plus 
the lead, to the left or to the right of its central position. The fulcrum 
J must ftUo be placed between the points V and D in order to secure 
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the reversal of the movement of V with regard to the movement 
of the point D, Thus the point V communicates a motion to Y, so 
that Y moves aa though it were connected to an eccentric crank having 
180 degrees angular advance, and a radius equal to the lap plus the 
lead. 

The 90 degree component of the motion ia obtained by guiding 
the point J in a. fixed inclined path, PP, which is centred at W, and 
which is curved to the radius of the valve rod VY. The projection of 
J'» motion on the line of stroke, multiplied by the ratio VDjJD, is 
the value of the 90 degree component. The multiplication by the ratio 
VDjJB is necessary, because, so &r as the motion of V ia influenced 
by the sliding of J in the inclined path, the lever may be supposed to 
move with the end D always in a vertical straight line, so that i> ia a 
fulcrum about which the lever is turning. 

When the crank angle is or 180 degrees, the projection of ^'s 
motion is zero; and when the crank is at 90 degrees or 270 degrees, 
the projection is in the neighbourhood of a maximum. 

Hence the projected motion of J, combined with the motion which 
Y receives from the horizontal movement of the point V, together 
give a displacement to the valve, which is suitable for distributing the 
steam. 

The magnitude of the 90 degree componeut is changed by changing 
the inclination of the path PP and the change in the inclination is 
made, just as in the Hackworth gear, by means of a rod, connected 
with a reversing wheel of the usual type. When the reversing wheel is 
turned into the position where it holds the path PP, so that a tangent 
to it at W is vertical, the 90 degree component of the motion ia zero ; 
and the apparatus is in "mid-gear." J simply slides up and down in 
the path without moving Y, and the only motion Y receives is that 
from the horizontal movement of D about the fulcrum J. 

The sign of the 90 degree component is changed by changing 
the inclination of the path PP from one side to the other of the 
mid-position. 

The condition that the lead shall remain constant for all degrees 
of expansion is fulfilled if the point J coincides with the point W, the 
fixed axis of the path PP, when the crank occupies either the zero 
or 180 degree positions. Then, and then only, may the path PP be 
turned about its axis W, from one extreme inclination to the other, 
without moving the valve. 

The fulfilment of thia condition cannot always be realised exactly 
when the gear is fitted to a locomotive, eapecially one of the tank 
engine class, because the variation in weight of the engine, due to the 
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gradual consumption of fuel and water, allows the frame to rise slightly 
on the springs, carrying with it the axis W, without any corresponding 
movement of the crank axle. Consequently, when such movement 
takes place, the points J and W do not coincide when the crank is 
either in the zero or the 180 degree position. 

The arrangement of the gear shown in Fig. 140 is that which is 
applied to some 7' 3" four coupled express passenger engines on the 
Lancashire and Yorkshire Railway. 




Fig. 141. Jor Yalvb Obar. 

Fig. 141 shows the gear applied to a marine engine, where a radius 
rod JL is used to guide J in the path PP. The inclination of the 
path is changed by changing the position of the centre L. 

126. J07 gear continned. Displacement cuirei for the 
gear ehown In Pig. I40. Here the variable quantity u, which 
has hitherto been used to define the different settings of the gears 
examined, is replaced by a constant k, which defines the angle made 
by the path PP with its mid-position. 

Defining this constant more accurately, let a tangent to the path 
PP, at the point W, when the path ia in mid-gear, be considered the 
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zero position. Let k now be defined as the angle which the tangent 
to the path at W, makes with the zero position, being reckoned positive 
when the angle is measured to the left of the zero position and negative 
when measured to the right. A little consideration will show that with 
this definition of the sign, a positive value of k corresponds to positive 
rotation, always assuming that the steam is admitted at the outside 
of the valve. 

Displacement curves corresponding to values of k, 

2ir, ur. n; «, -n; -hj-, -21^. 

are shown in Fig. 142. It will be observed that the common vertical 
axis is placed to secure equality of lead in the two cycles, and that the 
lead is constant. The piston displacement curve is added, and also the 
lap lines, thus converting the drawing into a valve diagram for the 
gear. 

126. Joy gear contlnaed. The drawing of the dUplacement 
corree. The gear should be drawn in the configuration corresponding 
to, at least, 24 equidistant crank positions in order to find the corre- 
sponding positions of the valve. It is necessary to set the gear out 
full size in order to obtain the accuracy required in practice. This ia 
a somewhat troublesome process, and it is generally more expeditious 
to make a light model of the gear in wood, and to use it for the purpose 
of finding the position of F, for a series of crank angles, by direct 
measurement, thus obtaining data for the drawing of the displacement 
curves. 

There is a way, however, in which, by the use of templates all the 
rods of the gear may be " suppressed," and the paths of difierent points 
in the gear may be drawn, without using the actual centres or lengths 
of the links at all; so that all the point paths, necessary to the 
solution of the problem of locating the valve for a given crank position, 
may be drawn grouped about a centre, and thus all the work may be 
done on a reasonable sized sheet of paper. The method will be given 
in detail, because it may be applied generally to many similar problems, 
and the working out of the Joy gear by its means therefore may be con- 
sidered as a particular application of a general method of great utility. 

The method depends upon the following Theorems. A particular 
application of Theorem 1 has been given already in Article 35. 

127. Theorem 1*. Fig. 143. If the respective paths of two 
points, P and Q, of a rigid link, be given, and if one path be displaced 

* Dae to MM. Coata and Maniqaet, Tmiti Thiorique et Pratiqut da Xaehitte* a 
Vapeur tat point devutdela DUtribittion. Baadi; A Cie, Paris, 18B6. 
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a distance PQ, parallel to any fixed direction, corresponding positions of 
P and Q in their respective paths may be projected, the one from the 
other, by a template, shaped, so that one edge is circular and of radius 
PQ whilst another edge is a radius of that circle : and placed so that 
when the comer of the template ia on the displaced path, the curved 
edge passes through the given position on the other path, whilst the 
straight radial edge is parallel to the direction of displacement, and is 
pointing in the direction of the true position of the path on which the 
comer of the square is placed. 




Pig. 143. LOCATIHO CORKESPONDlUa PoiNTS ON DISPLACED FaTBS. 

Proof. Let P, Q be two points on the rigid link whose respective 
paths are Ppp and Qqq, Pet Pi be any given position on the path 
of P. The corresponding position of Q in its path is found by drawing 
an arc, with radius PQ, from Pi as centre, cutting Q's path in Q,. 
Suppose the path Qqq to be moved parallel to XX, and through a 
distance equal to QP. 
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ConaideriDg the point Q,, its new position will be Q,, QiQt being 
equal to QP, and parallel to XX. But Q,Q, is equal to Q,i*,. There- 
fore the points P^ and Q^ lie on the arc of a circle drawn from Q, as 
centre. 

Clearly the position Q^, in the displaced path, may be fixed by 
using the set square indicated by shading in the figure, where it is 
shown both shaped and placed as required by the theorem. 

The proof is true for every pair of corresponding points on the 
paths. Hence the theorem. 

CoroUaTy, If the path of Q is displaced, parallel to XX, a distance 
QC, and the path of P, parallel to XX, a distance PC; then, if the 
algebraic sum of the two displacements is equal to PQ, an arc of 
radius equal to PQ will still pasa through a pair of corresponding 
positions. 

It will be noticed that one of the points, Q„ is fixed by the comer 
of the template. In actual work it is rather awkward to locate a 
point in thia way and it will be found more convenient to make a 
template of the kind already described in Article 35. No difBculty 
will be found in applying the principles of the theorem with a 
template or curve so shaped. Another way is to draw a curve of 
radius PQ on a sheet of squared tracing paper. The lines of the 
paper enable the curve to be placed on the paths quickly and con- 
veniently so that the corresponding positions of two points on the 
paths may be pricked through. 

This Theorem was extended by MM. Coste and Maniquet to find the 
position of any point on the link relatively to the displaced paths, the 
locus of this point being of course the displaced point-path. The 
following form of this extension of the Theorem, which is simpler and 
more quickly applied, is due to Mr Archibald Sharp. 

Theorem 3*. If the displaced paths of two points P, Q, of a 
rigid link, be given (the paths having been displaced relative to one 
another a distance PQ, in a direction parallel to a fixed direction XX), 
and a series of corresponding points on them be joined by straight lines 
Piffi. ihqa, JJiffj, etc.; then, if each of these straight lines be divided 
at c,, Ci, Ct, etc., in the same proportion that a point C divides the 
straight line PQ, a curve drawn through the points Ci, c,, Cg, etc., is the 
point-path of C, displaced a distance CP, relatively to the path i*, in a 
direction parallel to XX. 

* See an aiCicle bj Hr Anjhibald ijh«j-p. who applied them to dnw the point pftthi of 

several meahanisniB. indading a Joy gear, in an article in EngiTutring, April 6, 16M. 

D. r. 17 
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Let the circle and the dotted curve, Fig. 144, be the given paths 
which have been displaced a distance PQ relatively to one another, in a 
direction parallel to XX. Displace the dotted path through a distance 
equal to PQ, parallel to XX, in the reverse direction to the original 
displacement. Then the two paths will be placed in the same relative 
position with regard to each other which they actually occupy in 
the mechanism ; and in this position the distance between each pair 
of corresponding points on the paths is coDstant, and equal to PQ, the 
length of the link. 

Let p, Q be a pair of corresponding points on the actual paths, and 
let q be the corresponding position of Q in the displaced path. Join pq 
and take a point c so that 

qc:cp = QC : Cp. 




'athofP 



Fig. 144. Given two OisPLACEn Paths, to fihd the Displaced Path 
OF A Third Point on the Link. 

Then the theorem is proved if it can be shown that Cc is equal to 
Cp. and that Ce is parallel to XX. 

Since c and C divide the sides pq and pQ of the triangle pQq in 
the same proportion, Cc is parallel to Qq. Hence the triangles pCc 
and pQq are similar; and therefore, by the terms of the theorem, 
pQ is equal to Qq and pC is equal to Cc. Also since Co is parallel to 
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Qq it is parallel to XX. Hence the theorem. It may be noticed 
that the theorem is equally true if the point C is taken in Qp 
produced. Then of course c must be taken in qp produced. 

The theorem raay be extended to include the case where is 
taken anywhere in the link. C is then to be regarded as the apex of a 
triangle of which FQ is the base. The corresponding position of c 
in the displaced path is fixed by the apex of a triangle, whose base is pq, 
and which is similar to the triangle pQC. 

By means of these two theorems, all the point paths required in 
the determination of corresponding positions of the crank and the valve 
may be easily found in any type of valve gear. 

Stating an example formally ; given the dimensions of the Joy gear 
Fig. 145, find the 24 positions of the valve, that ia of the point Y, 
corresponding to 24 equidistant crank positions. Before proceeding to 
apply the method to the gear, the following templates must be prepared, 
the general shape being similar to the template shown in Fig. 28. 

1 template, 74" radius, for suppression of the connecting rod. 

1 template, 20 ' radius, for the suppression of the rod RS. 

1 template, 43^" radius, for the suppression of the rod TV. 

1 template, 20^^" radius, for the suppression of the rod VJD. 

(1) Applying the corollary to Theorem (1), displace the 
circular path of the crank pin a distance KR along the line 
of stroke, and tbe straight path of the crosshead a distance QR 
along the line of stroke. The whole relative displacement in the 
direction of the line of stroke is thus equal to 74", the length 
of tbe connecting rod, and the path of Q therefore becomes the 
diameter of the crank pin circle which coincides with the line of 
stroke produced, as indicated in Fig. 146. Divide the circle into 
24 equidistant crank positions, and" project them by the proper 
curved template on to the path of Q. Thus, point k is shown 
projected to point q by the dotted curve. 

(2) Apply Theorem (2) to find the path of R. Consider the 
crank position No. 9, and lettered k. Join k to the corresponding 
position of q, and take the point r so that 

kr ■.rq = KR: RQ = i9 -.25. 
Then r is a point on the path of R. Repeat the construction 'for 
correspondingly numbered points, and sketch in the path of R. 

(3) Now fix the attention upon the link RDS. The path 
of if is known and also the 24 points on it corresponding to 
the 24 equidistant crank positions. It is required to find the 

17—2 
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corresponding series of points on the path of S, Appljring Theo- 
rem (1), displace the path of S vertically through a distance equal 
to 8R. If a vertical line be drawn through the fixed point F, Fig. 
145, and a point / be taken above it, ao that Ff is equal to the length 




Fiff. 146. 

Jot Gear. Point Paths of Gear aHonif is Fto. 140, the dihbnbiokb 

OF WHICH ARE OIVBN IN FiG. H5. 
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of the link SR, aD arc struck from / as centre with radius FS, 
will represent the path of S, displaced vertically, through a distance 
RS. Then with the proper template, project the 24 points from 
the path of J2 on to the path of S. The point r is shown so 
projected to a. (The positions of the other points on S are omitted 
to avoid confusion.) 

(4) Apply Theorem (2) to find the path of D. Considering 
the pair of points r and s, corresponding to No. 9 position, join 
them, aqd ttlke the point d so that 

sd:dr = SD:DR'-12f -.7^". 
Then d is a point on the path of D. Repeat the conBtruction for 
correspondingly numbered points and sketch in the path of D. 

(5) Consider now the link VJD. The path of D is known and 
24 positions in it. The path of J is known when a particular 
value of K is given. It is required to find the 24 positions on the 
path of J corresponding to the 24 positions on D, and also to find 
the path of V and the 24 corresponding positions in it. Applying 
Theorem (1), the path of J is to be displaced vertically downwards, 
with regard to the path of D, through a distance JD. But D has 
already been displaced upwards a distance DR. Therefore J must 
be displaced downwards through a distance JD — DR = 13^", thus 
bringing the centre TFon to the centre of the circle. Let k=21J'', 
Then, draw the path as indicated and using the proper template, 
project the numbered points on the path of i) to the path of J. 
The point d is shown so projected to j. 

(6) Apply Theorem (2) to find the path of V. Considering 
one pair of points d and j, produce the line dj to v, takii^ v so 
that 

dj ■.jv=DJ:JV= 20^" : 2f|". 
Repeat the process for correspondingly numbered points and 
sketch in the path of V, 

(7) Since the path of V has been displaced vertically down- 
wards through a distance DV—RD = 1G{ inches, the path of 
Y has come down with it through the same vertical distance, 
consequently the path of Y is IJ inches below the centre line. 
Now, applying Theorem (1), displace the path of Y horizontally 
through a distance equal to YV, and using the proper template 
project the 24 positions from the path of V on to it. The point v 
is shown so projected. 
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Thus, 24 positions of the valve are knowD for 24 equidistaot crank 
angles, and therefore the corresponding displacement curve can at once 
be set out. 



Fig. 147. Jot Gear. Paths of Point V, Fio. \45. 

A somewhat more convenient way of getting the positions of F, 
from the path of V, is to draw an arc, with radius YV, through the 
point T, constructing what is called a " big end base " in Article 37. 
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Then, the horizontal distance between any point on the path of V and 
this arc, is the corresponding displacement of the valve. 

Fig. 147 shows the paths of V corresponding to the values of k 
already specified. The arc BB represents the " big end base," so that 
the horizontal distance from this curve to any of the numbered points 
on the paths gives at once the displacement of the valve for the value 
of K to which the path corresponds, when the crank occupies the 
correspondingly numbered position. 

128. Joy gear continued. Approximate theoty. Fig. 145. 
Neglecting the obliquity of the connecting rod, the horizontal displace- , 
meat from the central position of every point on the rod is given by 
OiTcos^. 

This is therefore the horizontal displacement of the point R from 
its central position. 

Again, the point S may be assumed to move in a vertical straight 
line without introducing sensible error, so that the horizontal displace- 
ment of the point R from its central position multiplied by the ratio 
DS : RS, is the horizontal displacement of D. 

The lever DJV reduces the horizontal displacement of D in the 

ratio VJ : JD, so that finally, the horizontal displacement of V from its 

central position, when the path PP is vertical, is given approximately by 

VJxDSxOK ^ 



JD X RS 



..(1). 



The minus sign is prefixed because an inspection of the drawing of the 
gear will show that the displacement is 180 degrees from angular 
agreement with the crank. This represents the ISO degree component 
of the motion of the valve in terms of the crank angle 0, and it is the 
actual motion when the path is vertical, that is to say, when the motion 
is put in mid-gear. 

The magnitude of the 90 degree component depends upon the 
movement of / above and below the centre W, of the path PP. With 
proper proportions of the links, the mid-position of this vertical dis- 
placement is as nearly as possible at the point W. The actual vertical 
distance of the point R above or below the line of stroke of the piston 
for a given value of the crank angle is 

^x OK aine. 

and neglecting the obliquity of the rod DJ, this also gives the approxi- 
mate vertical displacement of the point J, from its central position W. 
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When the path PP is inclined to the vertical *: degrees, the 
horizontal projection of the displacement, on a horizontal line through 
J, IB therefore approximately 

^xOKsmextAUK (2). 

The actual magnitude of the projection is increased in the ratio 
VD : JD because so for as this component is concerned the lever VJD 
is turning about the fulcrum D. Hence the whole dispUcement x 
is given approximately by 




z 

Fig. 148. Joy Obar. Dksign. 

The minus sign before the second term is to be used when the path 
is inclined to the left of the vertical through W, and the plus sign 
when it is inclined to the right. The former position corresponds to 
forward gear. Hence for the Joy gear 

VJxDSxOK 
^ JDxRS (*' 

aBd B=^T—jj^\^^-i^UK (5). 

Using the dimensions of the Lancashire and Yorkshire gear shown 
in Fig. 145, the expression reduces to 

ai--1184cos^-5019tanysin^ (6). 

Giving K the value 21^ degrees, corresponding to full gear, the expression 
becomes 

a; - -1184 cos tf- 1-97 sin « (7). 
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Wheo « = 0, the mid-gear condition, 

a:= 1-184 COB ^ (8). 

The curves correspondiDg to the equations (?) and (8) are shown 
by chain dots on the valve diagram, Fig. 142. Conkparing these 
with the actual curves they purport to represent, the extent to 
which the approximate theory is useful may be estimated. 

129. Design of the Joy gear. The actual design of a gear 
is somewhat tentative, but the following method will probably be 
found useful. 

(1) Find the equivalent eccentric for the cut off, maximum 
opening, and lead desired, and calculate the values of A and B. 

(2) Set out the crank circle and the centre line of the stroke. 
Fig. 148, and find a point on the connecting rod so that its vertical 
distance, y, above the projection of its central horizontal position 
on the line of stroke, is given by 

_B_ JD 
^"tan*"* VD- 
In order to calculate y some value of the ratio JDi VD must 
be assumed. From 08 to 087 may be taken in the preliminary 
design of the gear for locomotives. Thus in Fig. 148 R,, £, are 
the positions occupied by the point R on the connecting rod, when 
the crank angle is zero and 180 degrees respectively, Oi is the 
projection of the central horizontal position of R, and y has the 
value given above. Draw a vertical ZZ through 0, and set out the 
centre line of the valve spindle at some convenient distance e 
above the line of stroke. 

(3) Take the link RS any convenient length, but long enough 
to prevent the angle between its two extreme positions exceeding 
90 degrees. If possible the angle should be less than 90 degrees. 
The radius rod FS, Fig. 140, may now be sketched in, any length 
being taken, and the fixed point being put to the right or left of 
the centre line as may be most convenient, but arranged to guide 
the point S ae nearly as may be in the vertical straight line. 

(4) The position of the point D, and the position of the fixed 
centre W, must now be chosen to fulfil the two conditions of 
Article 121 ; together with the condition that the horizontal 
motion of V, to either side of the central position, must be equal 
to A, the lap plus the lead. 
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If h is the height of W above the line of stroke, and y, is 
the vertical distance of R above the line of stroke when the links 
SR and DJV are on the line ZZ, the highest position of J above 
the line of stroke is 

yx-~RD + DJ, 
and the lowest position of / when the connecting rod is below 
the centre line is 

-y^-RD+DJ. 
The mean of these two values must be equal to k, if the 
second condition of Article 121 is to be fulfilled, that is 

k = DJ~DR. 
Other equations may be formed, which, combined with the 
conditions already stated, enable the position of i> to be found by 
calculation, but the expressions become so complicated that they 
are not of much practical use. 

The most convenient way to find D, and at the same time h, so 
that all the conditions are satisfied, is by the following tentative 
graphical method. First, set out a distance v. V, equal to A , the lap 
plus the lead, on one or other side of the vertical ZZ, and on 
the line of stroke of the valve. Then, draw RS in the position 
corresponding to 5 = or 180 degrees, take any point D on the link 
R,S and join it to V, cutting the vertical ZZ in the point /, thus 
fixing some value of A. Then try if DJ — DR, = h. After a few 
trials a position of D will be found which does satisfy this 
condition, fixing thereby the proper value of A and the position of 
the fixed axis W, which of course in the position of the gear used 
to find D, is coincident with J. 

Then, not only does this position of D satisfy the second 
condition of Article 121, but it satisfies the other conditions also, 
BO that the fixing of D is really a crucial point in the design of 
the gear. 

(5) The point J now represents, and coincides with, the fixed 
axis If of the path PP. Select some suitable value for the length 
of the valve rod VY; draw a line through ./^ parallel to the line of 
stroke of the valve, and from a centre C in this line and with 
radius VY, draw an arc through W. This arc is the mid-gear 
position of the path in which / slides. Or C is the mid-gear 
position of the centre of the radius link guiding J, when the gear 
is arranged as shown in Fig. 141. 
A gear set out in this way will give approximately the distribution 
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fixed upon and the leads for both atrokes will be constant. What the 
actual distribution will be can only be found by drawing the actual 
displacement curves. 

If found more convenient the link AS may be replaced by a link 
RD, the point D being connected to a return crank on the main crank. 

130. Rererilng by the Interchange of the iteom and 
exhaust pipei. The difference between inside and outside steam 
admission has already been explained in Articles 18 and 43. With 
outside steam admission, the eccentric sheave must have an angular 
advance greater than 90 degrees; with inside admission, the angular 
lag must be less than 90 degrees. If the angular advance is less 
than 90 degrees in the fiist case and the angular lag is greater than 
90 degrees in the second case the slide valve cannot effect a distribution 
of steam suitable for driving the engine. 

Suppose, that in an engine fitted with a slide valve of the ordinary 
type, and arranged for outside steam admission, the steam supply is 
suddenly interchanged with the exhaust, that is to say, steam is 
conveyed from the engine by the steam pipe and conveyed to the 
engine through the exhaust pipe. What would happen ? If the angular 
advance of the eccentric sheave were greater than 90 degrees the effect 
of the change would be to stop the engine, because after the change 
the angular advance would become an angular lag greater than 
90 degrees, so that the engine would not run. If however the angular 
advance were just 90 degrees (the valve having therefore no steam 
lap and no lead being possible) the interchange converts the 90 degrees 
angular advance into 90 degrees angular lag. The engine would there- 
fore run in the opposite direction on the admission of steam through 
the exhaust pipe. -In neither case however would the engine be able 
to use steam expansively, and this is the price which must be paid for 
the convenience of the method. 

Thus, providing that the angular advance of the eccentric sheave 
is made 90 degrees, an engine may be reversed by simply admitting 
steam through the exhaust pipe and exhausting through the steam 
pipe. The design of the valve must be such as will allow of this 
change, because with inside steam admission the pressure tends to lift 
the valve off the face ; the form of the valve must be modified accord- 
ingly. In order to interchange the functions of the two pipes they 
must be connected to a controlling valve, itself designed on the same 
principle as a slide valve. The arrangement is diagrammatically illus- 
trated in Fig, 149. The ends of the two pipes, A and B, are brought 
together in the casing of the controlling valve, and formed into steam 
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ports, a and b, precisely as in the valve chest of a steam engine. 
Lying between these ports is an exhaust passage E, leading directly 
into the exhaust pipe. Steam is brought to the controlling valve 
casing through the pipe S, and a slide valve C, of the usual type, is 
placed over the ports. When the valve C is moved downwards, the . 
bottom port b, and therefore the pipe B leading to the central port 
of the cylinder, is placed in communication with the exhaust pipe E, 
whilst at the same time the pipe A is in direct communication with 
the steam in the controlling valve casing through the open port a. 



Fig. 149. Rbvebsal by intercuanoe of the Steau and GxaAUST Pipes. 

DlAOKAU OF StBAU CoNNBCTIOKS in combination with " HUNTING GEAR." 

With the controlling valve in this position the engine therefore runs 
with outside steam admission and turns so that the eccentric sheave 
is in front of the crank. 

Suppose now, that the controlling valve is moved up ; the pipe A 
is placed in conimanication with the exhaust port E, and a way for the 
steam supply is opened through the port b, and the pipe B, into the 
inside of the slide valve V. The engine will therefore run in a 
direction where the eccentric sheave is behind the crank, being in fact 
reversed. Hence the engine can be reversed by merely moving the 
valve C up or down. 

131. Steam iteering gear. The combination of a " hunting gear" 
with this arrangement results in a useful and convenient mechanism, 



lyGoogle 



vni] Radial Gears 269 

a mechanism which is to be found on almost every ship, namely the 
Bteam steering gear, la the ordinary hand steering gear, a definite 
angular position of the rudder corresponds to a definite angular position 
of the steering wheel. The object of the steam steering gear is to 
interpose between the wheel and the rudder a motor, or mechanism, 
which will do the actual work of changing the rudder's position without 
breaking the geometrical relation between the wheel and the rudder. 
Consequently the man at the wheel has merely to carry out the 
steering operation as if no engine existed, with this difference however, 
that he can steer the largest ship with aa much ease as he can steer the 
smallest boat, because between him and the rudder is a steam engine 
80 connected up that it is obedient to the slightest turn of the wheel. 
It works whilst the wheel is being turned, it stops when the wheel 
stops, and starts only when the wheel starts to be turned. In fact it 
follows faithfully every motion of the steering wheel, seemingly always 
on the lookout to save the muscles of the steersman. Quite a small 
steering wheel is sufficient to steer with in this case, because all the 
work the steersman has to do is to overcome the slight friction of 
certain mechanism connected with the gear. 

The combination is shown in diagrammatic form in Fig. 149. The 
tiller chains are wound on the drum H, and this has a worm wheel 
mounted with it, the worm wheel being driven by the worm W, which 
is connected directly or indirectly with the crank shaft of the engine 
belonging to the cylinder Z. Gearing with the wheel if, is a small 
wheel /, which forms part of a sleeve free to rotate in the fised 
bearing Q. The spindle Q, operating the controlling valve C, passes 
through this sleeve, engaging with it by means of a screw thread. J is 
in fiict a nut to the spindle Q. When the nut J is at rest, a slight 
turn of the spindle Q moves the valve up or down and starts the engine 
in one direction or the other. Immediately the engine starts, however, 
the nut J begins to rotate, and in so doing brings the valve C back 
to its central position ; and unless the spindle Q is turned at exactly the 
same rate by hand, as the nut J is turned by the engine, thus holding 
the valve C open, the engine will stop. In an actual steering gear 
the spindle Q is carried up and, by means of bevel gearing, brought 
on to the bridge in a position which allows the smalt steering wheel 
to be fixed in the usual fashion, namely, so that it turns about a hori- 
zontal axis. 

Figs. 150 and 151 show a half sectional plan, and half sectional 
elevation, of a steering engine made by Messrs Alley and Maclellan, 
Sentinel Works, Polmadie, Glasgow, who have kindly allowed the gear 
to be illustrated. The figures are lettered similarly with Fig. 149, In 
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this case the slide valve V, of the steam engine, takes the form of the 
meun valve of a Meyer valve gear, and the steam ports are brought out 
to the side of the steam chest. There is apparently only one pipe 
between the controlling valve and the steam chest, but this pipe is 
divided into separate passage ways corresponding to A and B of 
Fig. 149, and also contains the steam passage S and the exhaust passage 
E, the Ranges for the connection of the steam and exhaust pipes 
being seen in the figure. The controlling valve G, Fig. 150, is made 
in the form of a piston valve. The hunting gear is clearly shown in 
the figure, the valve C being connected indirectly to the spindle Q 
through a rocking lever. In this illustration the chain drum is not 
formed with the worm wheel H but is geared to it through the pinion P. 

132. Crank angles ftvm which an engine cannot be 
■tarted. When the stop valve is opened and steam is admitted to 
the steam chest of an engine which is at rest, it does not follow that 
the engine will start. The crank may have stopped in a 5>osition 
where the slide valve has cut off steam, in which case no steam can 
get to either end of the cylinder since the valve covers both steam 
ports. Consider first the case of a single cylinder engine. Let OC, 
Fig. 152, be the crank position at cut off, and OA the crank pteition 
at admission. Whilst the crank turns through the angle COA, the 
slide valve completely covers the steam ports and no steam can get 
into the cylinder. Hence if the engine should stop with the crank 
anywhere within the angle COA, the mere opening of the stop valve 
will not start the engine. Further, when steam is admitted at the 
crank position OA, the piston cannot exert an effective turning moment 
on the crank shaft in the positive direction, until the crank has passed 
through the 180 degree dead point to a position OB, where the torque 
due to the pressure on the piston is just greater than the torque 
resisting motion at the crank shall. Let M he the torque at the crank 
shaft against which the engine is required to start, F the force along 
the connecting rod due to the steam pressure, r the crank radius ; then, 
neglecting the obliquity of the connecting rod, the turning moment 
exerted by F on the crank is, Fr sin ff, and therefore at starting 

Fr Bin 8 =M, 
from which the value of sin can be found when F and M are given. 
Hence, if the crank should happen to stop anywhere in the shaded 
angular region COB, the engine will not start when steam is turned on. 
The same considerations apply to the other cycle, so that C,OBx is a 
second angular region firom which the crank will not start. The 
diagram therefore shows that the crank must be brought to rest 



lyGoogle 



272 Valves and Valve Gear Mechanisms [ch. 

somewhere in the unshaded regions, if the engine is to start when 
the stop valve is opened. Large, single cylindered, engines are provided 
with a barring gear, so that the engine crank can be turned into a 
starting position. In some types of barring gear steam is turned into 
the main engine, and into the small engine operating the gear, simul- 
taneously. If the crank is in a non-starting position, the engine is 
driven round by the barring engine, which usually operates by a spur 
pinion in a large spur wheel incorporated with, and forming part of, the 
flywheel, until at a favourable crank position the main engine begins 
to drive the barring engine, but directly this happens the barring 
engine falls out of gear automatically. 



Fi^. 103. "Non-Staktinq" Crank Angles. 

If the valve is set to give an early cut off it will be perceived from 
Fig. 152, that the shaded area will be enlarged, and the unshaded area 
reduced, in angular dimensions, so that the range of crank positions 
from which the engine can be started by the admission of steam to 
the steam chest is reduced. 

If the engine has two cranks at right angles, if the one stops in a 
non-starting region, the other generally stops in a starting position, 
though not always. This is an important question in connection with 
locomotives. Locomotives always have to be started with a load on 
them, and they must of course be able to start with the full load, frx>m 
rest, on the steepest gradient over which they are required to work. 
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Id these circumstances the angle may be bo lai^ that the angle COB 
becomes greater than a right angle. If this should happen, both cranks 
may come to rest within the shaded area and then the engine would 
not start. Fortunately, the shaded areas for the opposite direction of 
running occupy different angular positions on the diagram to those 
shown in Fig. 152; so that if the engine is reversed, the effect is to bring 
one of the cranks into a starting region. This point may be illustrated 
by an actual example in connection with the valve diagram, Fig. 86. 
By measurement from the diagram the following results are obtained : — 
Foie Reu (positive rotatiOD of cMak) Cnnk uigl* 

Instroke cycle. Cut off 124 degrees. 

Outstroke cycle. Cutoff ... ... ... 298 degrees. 

Back gear (negative rotation of oraDk) 

Instroke cycle. Cutoff ... ... ... —121 degrees. 

Outstroke cycle. Cut off —297 degrees. 

The minus sign, prefixed to the crank angles of the back gear, means, 
that the angle is to be measured out from the initial line in the 
clockwise direction. 

Confining our attention at first to the fore gear positions, set out, 
Fig. 153, OG at 124 degrees with the initial line, and 0(7, at 298 
degrees, both being measured out of course in the counter-clockwise 
direction. The position of OB ia not easy to find. It may however be 
calculated approximately in the following way. The turning moment 
at the crank axle which must be overcome before the engine will start, 
is equal to the total train resistance, multiplied into the radius of the 
driving wheel. The total train resistance is made up of several factors. 
These are, the train resistance from rest, the engine and tender 
resistance from rest, the resistance to the gradient and sometimes 
a resistance due to a curve. Suppose the total train and engine 
resistance to be / pounds per ton. Then the starting resistance from 
this cause will be Wf pounds, W being the gross weight in tons of 
the train including engine and tender. If the incline is 1 in Q, the 
resistance in pounds, due to it, is 

IT X 2240 
Q 

Hence, the total resistance, neglecting the curve resistance, is equal 
to the sum of these two quantities; and if i£ is the radius of the driving 
wheel, the torque which has to be overcome to start the train is 

18 
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lip is the maximum steam pressure, and A the area of the cylinder 
in square inches ; F, the force along the rod, is pA lbs. The starting 
condition is then expressed by 

p^r sin 0^ M, 
from which 

sm = 7 . 

pAr 

By way of example suppose the total weight of engine, tender and 

train to be 350 tons, and that the average starting resistance is 15 lbs. 

per ton. Let the train be standing on a gradient of 1 in 230, and 

suppose the engine cylinders are 18 inches diameter and 24 inches 

stroke, the steam pressure being 160 lbs. per square inch. Also let the 

diameter of the driving wheels be 7 feet. Substituting these values 

in the above equation it reduces to 

sin 5 =-0-655, 

from which 5 = 40 degrees. 



Fig. 163. Non-Startimo Crank Angles with two Cranks 

AT 90 I 



In Fig. 153 OB is set out at 40 degrees below the 180 degree dead 
point position, and OB, 40 degrees above the degree dead point 
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position, thuB marking o£f the two angular non-starting spaces COB, 
and C,OB„ for the inetroke and outstroke cycles respectively. In each 
case the angle is greater than 90 degrees and therefore the cranks may 
come to rest in a position where it is impossible to start the engine. 
The thick line represents one of these positions where the cranks have 
stopped in the outstroke cycle region. 

These non-starting areas are cross-hatched with lines sloping at 
45 degrees. 

The lines 0© and 0© represent respectively the crank positions 
for cut off when the engine is reversed, 0® and 0® being the 
positions of the crank where the connecting rod can exert the necessary 
starting couple. The non-starting areas corresponding to these crank 
positions are cross-hatched with vertical lines. 

It will be seen at once from this diagram that if the cranks stop 
in the position shown by the thick lines, the effect of reveraing the 
engine is to bring the lower crank into a starting region, the upper 
crank however still remaining in a non-starting region. 

In practice the effect of the draw-bar springs is to modify the 
angular dimensions of the diagram in favour of easier starting. 

In compound engines, boiler steam is only admitted to the high 
pressure steain chest and if the valve happens to close the ports the 
engine cannot start. Starting valves have therefore to be fitted either 
to admit steam directly to the other cylinders or to the receivers 
between the cylinders. The steam in a receiver, for certain crank 
positions, is in communication, through the respective valves, with two 
pistons, and if acting to drive the laiger, appears as a back pressure 
on the smaller. The actual effect is therefore that due to the receiver 
pressure, multiplied into the difference of the areas of the two pistons 
between which the receiver lies. There is no difficulty in starting 
marine engines under these conditions, because they never have to 
start under a fnll load. But with locomotives the case is entirely 
different. They must start under full load, and must start promptly. 
When compound locomotives were first introduced into this country the 
starting difficulty at once forced itself to the front. 

One example may be given. Fig. 154 shows a di^rammatic section 
through the cylinders and starting valve of a Worsdell and von Borries 
two cylinder compound locomotive. The high pressure crank is supposed 
to have come to rest in such a non-starting position, that the high 
pressure slide valve covers both steam ports, but is open to the exhaust 
port. Hence, when the regulator is opened, no steam can get into the 
cylinder. In these circumstances, a small valve A is opened by the 
driver and steam makes its way, through the reducing valve D, to the 

18—2 
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steam chest of the low pressure cylinder ; and, assuming the low pressure 
crank to be in a starting position, and therefore one of the steam ports 
open, the steam will find its way into the cylinder and start the engine 
from the low pressure crank alone. To prevent the steam acting as 
back pressure on the high pressure piston, the valve E Js closed, by the 
piston C, immediately the valve A is opened. Veiy soon after the 

L.P 



Fig. 1S4. DiAOBAH OF Ctlindbrs, Steah Gonkbctiomb, akd Starting 
Valve. Woksdell and von Borries Two Cvlindbb Coupodnd Loco- 

MOTIVE. 

engine moves, steam is admitted to the high pressure cylinder, and 
when release takes place, the steam, which at release is at a higher 
pressure than the steam in the receiver pipe, forces open the valve E 
on its way to the low pressure cylinder, thereby pushing the piston G 
back to the dotted position R, and thus cuts off the steam to the 
low pressure cylinder automatically. 

The actual arrangement of starting and intercepting valves is shown 
in Fig. 155. 
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Fig. 160. Detaiu gorrbspondinq to Fio. 151. 
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If it should happen that the low pressure crank stops in a non- 
starting position as well as the high pressure crank, then the engine 
must be reversed, so that one or other crank is in a starting position 
for backward running ; if the high pressure, the engine will start when 
the regulator is opened ; if the low pressure the starting valve must be 
opened as well as the regulator. 

For further remarks regarding the starting of compound locomotives, 
see an article by the author, "The development of Compound Locomo- 
tives in England," Engineering Magazine, Sept. and Oct., 1904. 
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CHAPTER IX. 

STATICAL AND DYNAMICAL PROBLEMS IN CONNECTION 
WITH THE DESIGN OF A VALVE GEAR. 

133. The general problem. After the centre lines of a gear 
have been found so that the valve may effect the distribution of steam 
desired, various problems in connection with the mechanical design 
of the gear have to be solved. The first of these is to design the size of 
all the pins and joints so that the gear shall run cool, and the second 
is the design of the several links so that there shall be no danger of 
breakdown. Both these problems ihvolve an estimate of the maximum 
forces which are likely to come on the joints, and the loads which the 
links have to transmit from one to the other. This estimate is 
generally based upon some calculated value of the force required to 
overcome the resistance of the steam valve to motion. Data in 
connection with slide valve friction have been cited in Chapter ii. 
When designing the gear, the whole unbalanced surfiice exposed to the 
action of the steam should be multiplied into the maximum boiler 
pressure to get the force producing frictiooal resistance between the 
surfiices of the valves and the ports, and this should be multiplied by a 
suitable coefficient of friction to find the maximum frictional resistance 
of the valve, to be used in the design. Assuming this force to be 
known, the problem resolves itself into the determination of the loads 
on the joints of the valve gear, when the force acting along the valve 
spindle is given, and the point is specified at which the gear is driven. 

But now a complicated question looms in view. When the engine 
is working#o slowly that the acceleration of the motion of the various 
links forming the gear is small, the forces acting at the joints of 
the links are not sensibly difierent irom those due to the overcoming of 
the force at the valve spindle. The problem in this case is merely 
a static one and the solution is straightforward and simple. 
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Ab the speed of the engine increaseB, the forces which must act 
on the several links to accelerate their motion increase rapidly from 
negligible amounts, to magnitudes which render it imperative to 
consider them. At high speeds, in fact, these accelerating forces are 
of paramount importance, aud many breakdowns have occurred through 
neglecting to take them into account. The peculiarity of this problem 
is that it cannot be solved directly. A preliminary design of the gear 
must be made, based upon the forces acting due to the estimated 
valve resistance, and upon experience ; and then each link must be 
weighed, and its mass centre and moment of inertia about its mass 
centre computed, before it is possible to find the accelerating forces. 
It becomes a trial and error method. The gear automatically loads 
itself as the speed increases, and any gear which is intended to run 
at high speeds, should be examined with respect to this inertia loading 
and the design of the links modified to meet the case. In order to fix 
our ideas, consider the Joy gear shown in Fig. 140. An important 
practical problem is to find the force acting at R, the driving point of 
the valve gear, because this force loads the connecting rod with a 
transverse load. In the solution of this problem the forces at all 
the other joints are found incidentally. The problem therefore splits 
up into two separate and distinct parts, thus : — 

(1) The finding of the force at the joint R of the gear when 
the valve spindle load is given, assuming the speed to be so slow 
that the inertia loading of the gear is negligible. 

(2) The finding of the force at the joint R due to the inertia 
loading of the gear, the weight and form of each link being 



The actual force, corresponding to a given speed acting at any joint, is 
then the resultant of the' forces due to (1) and (2), but as will be seen 
further on, the eflfect of the valve resistance, that is (1), can be found 
simultaneously with the determination of the inertia forces under (2). 

The problem is further complicated by the effect of friction at 
the joints, but, assuming proper lubrication, the disturbance produced 
on the forces due to this cause may be neglected. Since the force at 
the joint R, both in case (1) and (2) above, is in a state of continuous 
variation, the only way to deat with the problem is to find the force for 
a series of positions of the gear. Once having worked through, say 
24 positions, a matter of some perseverance, not to say tediousness, 
knowledge will have been obtained which will guide the judgment 
in subsequent cases without actually analysing them in such profuse- 
ness of detail. 
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134. GHTen the crank an^le 9, and the force acting along 
the Talve iplndle, to find the farce acting at the Joint R of 
a Joy gear when the inertia loading ii neglected. This problem 

is a statical one, and requires the use of the two following statical 
principles for its solution : — 

(1) If a link carrying two joints is held in equilibrium by 
forces acting at the joints, the magnitudes of the resultants at the 
respective joints must be equal and opposite, and they must act 
along the line joining the two joints, neglecting the effect of 
the friction of the joints. 

(2) If a link carrying three joints is held in equilibrium by 
forces acting at the joints, the forces must either be parallel or 
must meet in a point, and in each case the resultant of the three 
forces must be zero. 

The method of applying these principles is most easily illustrated 
by taking an example. 

Szample. Find the forces acting on the joint R of the Joy gear, 
illustrated in Fig. 140, for full forward gear, the crank angle being 
and the force acting at the valve spindle being Pi. 

Draw the gear in the configuration corresponding to a crank angle 
d, as in Fig. 156, and draw the path PP in the full forward position. 
Whether the force P, required to move the valve involves a tension or 
compression of the valve spindle, is to be found from the valve diagram, 
because the diagram shows which way the valve is moving for a given 
crank angle. For the value of shown in the figure, the valve spindle 
is in tension, and the force P, acts as shown at the joint Y. The 
problem may perhaps be made more complete as an exercise by going 
one step further and finding the forces P,, i*, at the slide bars and 
crank pin respectively, which balance the action of P,. 

In consequence of the application of the force P,, and the balancing 
force acting at R, there will be the following reactions from the frame- 
work of the engine, neglecting the effect of friction : — 

(1) The normal reaction of the slide at F= tT,. 

(2) The normal reaction of the path PP, at /= Uj. 

(3) The reaction of the joint F, which must have the direction 
of the link FS by principle (1). 

By principle (1), the resultant of P, and 17% must be equal and opposite 
to the force at V, and must act along Y V. Set out Oa, Fig. 157, to 
represent P, to some scale: draw Ob parallel to U, and ab parallel 
to YV. Place an arrow head on Oa, indicating the direction of P,'s 
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action, and follow the direction it indicates round the triangle, in this 
way discovering the sense of ah and bO. Then the triangle shows that 
a force represented by oi acta _/rom the joint Kalong the rod FV.and a 
force represented by bO ants from the slide at F, to the joint. 

Again, fix the attention on the joint V. The force acting at F is 
necessarily accompanied by an equal and opposite force acting at V by 
principle (I), Hence cross out the arrow head on fea and place another, 
pointing in the opposite direction, to indicate the change of the force 




ro. 




Fig. 107. 



Jot Qbar illustrated in Fios. 140 and 142. Force Diaoram. 

to ba. The link VJD is held at rest by forces acting at the three 
points V, J, and D. Of these forces that at F is completely known, 
that at / is known in direction, being normal to the path PP. By 
principle (2) therefore, the forces through V, J and i> must meet in 
a point. Produce the normal at J to meet the direction of FV 
produced, in Oi : join 0, to D, thus fixing the direction in which 
the force at D must act. Returning to the force diagram. Fig, 157, draw 
ac parallel to JOi, and through the point b draw cb parallel to OiD. 
Follow round the direction of the new arrow head on ba, and the 
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directiooa in which the forces muat act, from without, on the link VJD, 
arc at once shown ; so that ac is the force acting from the path PP to 
the joint J, and cb is the force acting at the joint D,from the joint to 
the link DJV. 

Again, the link RDS is held in equilibrium by forces at R, D and iS'. 
Of these, the force at D is known in magnitude and direction, being 
represented by be, the arrow head being reversed aa before ; the force at 
S is known in direction, being along the link SF. Therefore, produce 
the force through D, to cut the link FS in 0,, then Oj is the point 
through which the three forces acting on RDS must pass. Hence join 
0, to R, thus fixing the direction in which the force at R must act. 
Ketuming again to the force diagram, through the point c, draw cd 
parallel to SF, and through the point b, draw db parallel to ROj. Follow 
round the direction of the reversed arrow head on be, then, cd represents 
the force acting from the link FS to the joint S, the direction of the 
arrow showing that the link is in tension for the value of $ taken ; and 
db shows the force acting at the joint R. For practical purposes this is 
the force of interest in the design of the gear, because, resolving it along 
and at right angles to the connecting rod, the value of the normal 
component is at once found, and it is this component which causes 
bending of the rod. 

Forces at Q and K are found in a similar manner, but here a point 
of interest arises in connection with the application of principle (2) to 
the connecting rod. The point at which the direction of the force 
through R, meets the force P, , is practically inaccessible. The difficulty 
is easily surmounted, however, by taking Q^ and Ki conveniently near 
to i£, so that QiRKi represents the rod to a smaller scale. Then the 
point 0, is found for this small scale rod, and 0,K, is the direction of 
the force through Ki. But this must also be the direction of the force 
through K, since the mere alteration of the scale cannot affect the 
direction of the forces. Hence a line parallel to OtKi drawn through K, 
gives the direction required. In the force diagram. Fig. lo7, the 
triangle bde corresponds to these directions. 

The scale of the force diagram is fixed when an actual value is 
assigned to P,, because this fixes the number of units in the line Oa of 
the diagram. The maximum value P, is likely to assume for any given 
crank angle, can generally be estimated with fair accuracy, care being 
taken to make the estimate err on the right side. Examples of the 
value of P, have been cited in the case of a locomotive in Article 24. 

If a diagram like Fig. 157 be drawn for 24 positions of the crank, the 
varying values assumed by the different forces can easily be followed 
and the maximum value found in each case. 
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135. QiTen the speed of the crank shaft and the Initant- 
aneoui value of the crank angle 0, to find the force at the 
Joint R, Fig. 156, due to the Inertia loading of the valve gear. 

In solving this problem it is convenient to draw, first, a velocity diagram 
from which the magnitude of the velocity of any point in the gear can 
be scaled off; secondly, an acceleration diagram Irom which the accelera- 
tion of any point in the gear can be scaled off. From these diagrams, 
and the application of certain dynamical principles which will be 
explained in due course, the required force can be found. 

136. To draw a velocity diagram for a given mechanlsin*. 

The drawing of a velocity diagram for a mechanism depends upon 
a kinematic principle concerning the motion of a rigid body in a plane, 
which may be thus stated : — 

If a link QK, Fig. 15S, has motion in its own plane, and the 

velocity of any point in it, as Q, be given in direction and magnitude, 

then, the velocity of any other point K on the link is the vector sum 

of the velocity of Q, and the tangential velocity of K turning about 

a line through Q, at right angles to the plane of motion, as axis. 

Take any origin V and let the vector Vq, Fig. 159, represent the velocity 

of Q. Then, a line drawn at right angles to the line joining Q and K 

must represent the direction of the tangential velocity of K turning 

about Q as axis. Let qk indicate the velocity's magnitude and way of 

action, then Vk, the vector sum of the velocity of Q and the tangential 

velocity of K about Q, is the velocity of K. 




For whether the point Q is moving or is at rest, the only motion which 

• The method of drawipg yelooily and acceleration diagramB used in this and in the 
following articles is that given by Prof. B. H. Smith in Graphici, published by Longmans, 
Oreen and Co., and originBlly cammunioated to the Bo;al Society of Edinburgh in 188S. 
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K can have relatively to it ia one at right angles to QK, since the line 
joining K and Q Is supposed to be unalterable in length. If there is no 
turning about Q, every point in the bar moves in a parallel path, and the 
translational velocity impressed on Q is common to every point in the 
body. Hence, when there is turning in addition, the velocity of K is 
compounded of the common translational velocity Vq, and the tan- 
gential velocity about Q. 

If a> is the angular velocity of QK, the magnitude of the tangential 
velocity of K about Q as axis is 

ioxQK = qk. 

Hence « = ^. 

So that when the velocity triangle Vqk is once found, the angular 
velocity of the link can be deduced from it by the above relation, if it is 
not already known. 

There is a further property of this velocity triangle which is useful. 

If points X, X, are taken, dividing the link QK, in Fig. 158, 

and the tangential velocity qk, in Fig. 159, respectively in the 

same proportion, then Vx represents the velocity of the point X 

in magnitude and direction. 

Because, applying the previous proposition, the velocity of X is the 

vector sum of the velocity of Q and the tangential velocity of X about 

Q. That is the vector sum of Vq and a> x QX, in a direction at right 

angles to QX. 

Therefore the lines representing the tangential velocities of K and 
X must be in the proportion of QX : QK. Thus, qx represents the 
tangential velocity of X about Q, and therefore Vx represents the 
velocity of X. In the application of these principles to mechanisms, 
the problem is reduced to the drawing of the velocity triangle for each 
link of a mechanism. Since each joint of a mechanism is common 
to two links, adjacent links will have a common side in their respective 
velocity triangles, and it will be found that the velocity diagram of 
a chain of links consists of a series of lines, radiating from a point, 
giving the velocities of the points of the various links, the lines joining 
the ends of these tines being the respective tangential velocities. 

It frequently happens that of the six elements in the drawing of the 
velocity triangle of a link, four of which must be given, the magnitude 
and the direction of one side is given completely, that is the velocity of 
one point in the link is completely stated, and the directions of the 
remaining two sides are given. The direction of the tangential velocity 
is always known directly the position of the link is given, since it is 
always at right angles to the link. 
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137. Example. Apply this to the simple case of a cmnk and 
connecting rod, Fig. 160, to find the velocity of Q, the crosshead, the 
velocity of K, the crank pin, being supposed given. 

Take any point V, Fig. 161, and draw Vk in the direction of the 
velocity of K, which will be at right angles to the crank pin. From V, 
draw Vq parallel to the direction in which Q moves, that is parallel to 
the line of stroke. The remaining aide of the triangle must be at right 
angles to the rod. Draw kg, therefore, at right angles to the connecting 
rod, thus fixing the point q. Vq now represents the velocity of the 
crosshead Q to the same scale that Vk represents the velocity of the 
crank pin K. Let R be any point on the connecting rod. Divide qk 
in r so that QR : RK = qr : rk. Then Vr represents the velocity of the 



-a. 



R 




Fig. leo. 



rig. 161. 



Velocitt Diagram. Crank and Connecting Rod. 

point R in magnitude and direction. Since qk may be looked upon as 
a scale drawing of the rod always at right angles to the actual position 
the rod occupies, it has been called the velocity Image of the rod. 
The line joining any point on the image to the pole V, represents the 
velocity of the corresponding point in the actual link, in magnitude and 
direction. 

138. To draw an acceleration diagram for a given 
meohanlxm. The drawing of this diagram depends upon a kine- 
matical principle regarding motion in a plane which may be thus 
stated : — 

If a link QK, Fig. 162, has motion in its own plane, and the 

acceleration of any point K in it be given in magnitude and 

direction, the acceleration of any other point Q is the vector sum 

of the acceleration of K, the radial acceleration of Q about K as 

axis, and the tangential acceleration of Q about K as axis. 

Thus, if the vector Ak, A being an origin taken anywhere, represents 

the acceleration of the point K, then kt, representing the radial 

acceleration of Q about K, must be drawn parallel to QK, imm Q 

towards K, and tq, representing the tangential acceleration of Q about 
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K, must be drawn at right angles to QK. Assuming the magnitudes 
ot kt and tq to be known, the sum of these three vectors is Ag, and this 
is the acceleration of the point Q. 




Acceleration Diaorah. 
It will be observed that the directions of the radial and tangential 
accelerations are known directly the position of the link is known. 
With regard to their magnitudes, the magnitude of the radial accelera- 
tion is expressed by 

V being the velocity of the point Q about the axis K. This velocity 

can always be found from the velocity diagram; it is represented 

in the case of Fig. 161 by the line qk. If oi is the angular acceleration 

of the link, 

i,xKQ 

is the tangential acceleration of the point Q about K. In general this 

angular acceleration is unknown in magnitude, and it becomes part of 

the problem to determine it. It will be observed, that the acceleration 

of the link is determined by the drawing of a four-sided figure, so that 

enough data must be given to settle the value of all but two of the 

quantities concerned in the setting out of the figure. 

It is also important to notice that if the acceleration quadrilateral is 

obtained, the angular acceleration of the link it corresponds to can 

always be found koia the magnitude of the taDgeutial acceleration. 

Thus, if tq represent the tangential acceleration, 

A, the angular acceleration of the link = ^r. 
Ay 

A second proposition with regard to the diagram is : — 

If points X and x are taken, dividing the link QK and the 

whole acceleration of Q about K, namely qk, in the same ratio, 

then Am represents the acceleration of the point X, in magnitude 

and direction. 
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Keferring to the Fig. 163, draw mti parallel to qt. Then if m and 
if are respectively the angular velocity and the angular acceleration 
of the link, 

the radial acceleration of X about K is, ai' KX, 
the angular acceleration of X about K is, a> KX. 
Therefore in the acceleration diagram the lines respectively represent- 
ing these quantities will be respectively proportional to KX, whilst the 
lines respectively representing the r<idial and tangential accelerations 
of Q about K will be proportional to KQ. Therefore in the diagram 
the condition must be satisfied, 

kt:Hi = tq:t,X = KQ: KX. 
Hence x divides qk in the same ratio that X divides KQ. 

The drawing of the acceleration dii^ram for an ordinary four- 
bar chain well illustrates the application of the method in general, 
and in particular illustrates the construction which has to be applied 
successively to the links to find the acceleration diagram tor a Joy 
gear. 

139. To draw the acceleration diagram of a four-bar chain 
fbr a given configuration. Let B, C, D, E, Fig. 164, be a four-bar 
chain, the link DB being fixed ; and assume the crank BG to revolve 
with uniform angular velocity <■>. 

It is first necessary to draw the velocity diagram. The velocity of the 
point C is uBC. Let this be represented in magnitude and direction 
by the vector Vc, Fig. 165, V being any origin. Vc is drawn at right 
angles to the crank BC, and its length to scale is equal to laBO. 

The tangential velocity of the point E, about C as axis, is in a 
direction at right angles to the link CE, and the direction of its actual 
velocity is at right angles to the link DE. Accordingly, complete the 
velocity diagram by drawing lines ce and Ve at right angles respectively 
to the links CE and DE. The intersection at e then defines the 
magnitude of the velocity of E and its tangential velocity about C 

Measuring these ■ velocities to scale the radial acceleration of E 
about C is 

Yi^ I in the direction EC, 

and the radial acceleration of E about D is 

JV 

DE' 

The acceleration diagram may now easily be drawn. Take any origin 
A, Fig. 166, and remembering that the acceleration of E, about C, is the 
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vector sum of the acceleration of C, the radial acceleration of E about 
C, and the tangential acceleration of E about C, and also that since BC 
revolves uniformly in a circle the acceleration of C is w'CB, in the 
direction CB: — 

Set out, Fig. 166, Ac equal to m'CS in a direction parallel 
to CB, to represent the acceleration of C: ct equal to the radial 
acceleration of E about G, the magnitude of which has just been 
found, in a direction parallel to EC; tx, at right angles to CE, 
giving the direction of the tangential acceleration of B about G, its 
magnitude being unknown. 




FOUR--BAB ChAITT. YBLOOrTY AKD ACOBLERATION DlAOBAHS. 

Again, consider that the point E belongs to the link ED. Its accelera- 
tion is the vector sum of the acceleration of D, which is zero, the radial 
acceleration of E about D, which has just been found, and the tangential 
acceleration of E about D which is known in direction only. Starting 
from the origin A, therefore, set out At, parallel to ED to represent the 
radial acceleration of E about D, and (,3;, at right angles to ED, giving 
thereby the direction of the tangential acceleration of E about D. The 
intersection 9 of these two lines defines the respective magnitudes of 
the tangential accelerations of E about C, and of E about D. Hence 
Ae is the acceleration of the point E. Alao ce is the acceleration image 
of the link GE. Thus if the points F and y divide the link CE and the 

D. V. 19 
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image ce in the same ratio, Ay is the acceleration of the point Y. The 
acceleration of every point in the mechanism may therefore be found 
firom the acceleration diagram. 

140. To draw tbe acceleration dlagrain for the Joy gear 
ihown Id Tig». 140 and 143, and re-drawn In the conflgnra- 
tlon corree];Kinding with the crank angle 0, the crank being 
asmmed to rotate with unlibrm angular velocity, and the 
path PP being in the position for flill forward gear. Aiisume 
the linear velocity of the crank pin to he one foot per second. 

It is first neceaaary to draw the velocity diagram. Take any pole V, 
Fig. 168, and draw Vk to represent the velocity of the crank pin K, 
Fig. 167. Draw Vq parallel to the line of stroke, and draw kq at right 
angles to the connecting rod KQ. Then kqia a, small scale drawing of ' 
the rod. Take the point r in % so that kr:rq = KR ; JIQ. Then Vr 
represents the velocity of the point R in magnitude and direction. 

Again, consider the link RDS. The velocity of the point R is 
completely known, the direction of the velocity of iS is known, being 
tangential to the path of S, that is at right angles to the link FS. 
Hence in the velocity diagram. Fig. 168, draw Vs at right angles to FS 
and ra at right angles to the link RS, then Vrs is the velocity diagram 
for the link, rs being a small scale drawing of the link. Find the 
point d in it so that SD : DR = sd:dr; then Vd represents the velocity 
of the point D. 

Again, consider the link DJ. The velocity of the point D is 
completely known, and the direction of the velocity of the point J, 
which must be tangential to the path PP. Therefore in the velocity 
diagram. Fig. 168, draw Vj at right angles to CJ and dj at right 
angles to the link DJ, then Vdj is the velocity diagram for the link DJ. 
Produce dj to v, taking v so that dj : jv = DJ : JV. Join Vv, then Vv 
represents the velocity of the point V of the link YV. 

Again, considering the valve rod VY, the velocity of the point V 
of the link is completely known, and the direction of the velocity of F, 
hence draw Vy in the velocity diagram parallel to the line of stroke 
of the valve and then draw vy at right angles to VY, thus fixing the 
velocity Vy of the point Y of the link. 

Hence, radiating from the point V are lines Vs, Vq, Vr, Vd, VJc, Vj, 
Vv, Vy representing in magnitude and direction the velocities of the 
several points in the gear. 

The lines qk, rs, dv, vy represent the respective velocity images of 
the links, each image being at right angles to the position occupied by 
the link whose image it is. 
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Immediately the velocity of the crank pin is given, the scale of the 
line Vk is fixed, and the velocities of all the other points may be scaled 
off. In Fig. 168, the velocity of the crank pin is taken to be one foot 
per second. 

When drawing the diagram, a slide rule is of great assistance in 
fixing the positions of points on the images corresponding to the 
position of points on the actual rods. It should be understood that 
although qk is a scale drawing of the rod QK, and rs is a scale 
drawing of the rod RS, the scales are not the same. Every image 
has a scale of its own. 

During the drawing of the acceleration diagram it will be found 
that the radial accelerations of the points 
Q about K, 
S about R, 
S about F. 
J about D, 

J about the centre of the path PP, that is C, 
r about V 
will be required. 

It is convenient to tabulate these quantities in the form shown 
in Table 11. 

TABLE 11. 

Radial acceteraHons. Joy Gear illxistraUd in Figs. 140 and 142. 

Data obtained by measurement from the velocity diagram^ 

The velocity of the crank pin {Vh in the diagram Fig. 168) is unity. 
The radial acceleration of the crank pin -= 1/1*084 = 0923 ft. per sec. 
per sec 



Deogiution of 
point ftna aiJB 


T«o(oroodia- 
grun Fig. 168 

the velocity 


Mognitode ot 

veloolt; 

diagram 


BadiDB of poiot. 

Feet 

(See Fig. U3) 


Badia] MMelBT- 

ation. Feet per 

aee. persec 


Q about K 


kq 


0-735 


6-166 


0-088 


S about R 


r. 


0-834 


1-66 


0-419 


8 about F 


T, 


0-135 


2-33 


0-008 


J about D 


dj 


0-607 


1-713 


0-215 


J about G 


yj 


0-266 


3-625 


0019 


Y about V 


n 


0-260 


3-625 


0-018 
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The figures in the third column are obtained by measurement from 
the velocity diagram. 

The radial accelerations in the fifth column are calculated arith- 
meticalty. 

The work is now a succession of problems. 

(o) The acceleration of the crank pin K being given, to find 
the respective accelerations of the points Q and R. 

(This problem often appears in connection with the steam 
engine mechanism and there are several particular constructions 
which may be used for its solution.) 

Since the crank pin K, Fig, 167, revolves uniformly with a 
velocity of 1 foot per second, its acceleration is 

-^^, in the direction KO, that is 0-923 ft. per sec. per sec. 

Take any origin A, Fig. 169. Select any convenient scale. 
Set out Ak, parallel to KO and equal to 0-923 ; 

kti, the radial acceleration of Q about K, parallel to 

QK and equal to 0088 ; 
t,q, at right angles to QK, because this is the direction 
of the tangential acceleration of Q about K. 
Again, since the direction of Q's acceleration is in the line of 
stroke, set out Aq parallel to the line of stroke intersecting the 
line t,q in the point q. Aq is the acceleration of the point Q ; and 
the line qk is the acceleration imf^e of the rod QK. 
Divide qk in r ao that 

kr:rq = KR: RQ, 
then Ar is the acceleration of the point R. 

(b) The acceleration of R being given, to find the respective 
accelerations of the points S and D. 

The acceleration of Ji is already represented in the diagram. 
Fig. 169, by the vector Ar. To find the acceleration of S: — 

Set out rtf, the radial acceleration of 8 about R, parallel to SR 
and equal to 0-419 (see Table 11), and then draw tjS at right angles 
to SR, the direction of the tangential acceleration of S about R. 

Again, set out Atj, the radial acceleration of S about F, parallel 
to SF and equal to 0008 and then draw t^ at right angles to SF, 
this being the direction of the tangential acceleration of S about F. 
The intersection at s then fixes the tangential accelerations of 
8 about R, and of 8 about F. The acceleration of the point S 
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is then represented by As, aad rs is the acceleration image of the 
rod. 

Divide rsin dao that 

sd:dr-8D: DR, 
then Ad is the acceleration of the point D. 

(c) The acceleration of the point D being given, find the 
respective accelerations of the points J and V. 

The acceleration of the point D is already represented by the 
line Ad on the diagram. Therefore, set out d(,, the radial accelera- 
tion of J about D, parallel to JD and equal to 0215 (see Table 11), 
and draw *,_; at right angles to JD. 

Again, set out At^, the radial acceleration of J in the curved 
path PP of which C is the centre, parallel to JC and equal to 
O-OIS, and draw ttj at right angles to CJ, thus defining the 
point j. The acceleration of the point J is then represented by 
Aj, and dj is the image of the rod. 

Divide the image externally in v so that 
dj:jv~DJ:JV, 
then Av is the acceleration of the point V. 

(d) Given the acceleration of the point V, find the acceleration 
of the point 7. 

The acceleration of the point V is represented by Av in the 
diagram. Therefore set out vt,, the radial acceleration of F about V 
parallel to YV and equal to 0018, and draw t,y at right angles 
toYV. 

Again, the direction of Y'b acceleration is along the line of 
stroke of the valve spindle BB. Therefore draw Ay parallel to 
BB, thus defining the point y. 

The acceleration of the point T is then represented by Ay. 
These four problems complete the drawing of the acceleration 
diagram. From the diagram the acceleration of every point in the 
gear may be obtained. 

The full lines form the acceleration images of the corresp<mding 
links of the gear. 

In order to fix the scale of the acceleration diagram to correspond 
with a given crank pin velocity it is only necessaiy to remember that 
whatever this velocity may be, v say, the line Ak in the acceleration 

diagram represents the acceleration ^^, Also if the velocity of the 
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crank pin is variable, the vector Ak does not represent the whole 
acceleration of the crank pin ; there is a tangential component to be 
added, in which case the acceleration of iT is not in the direction KO. 
Whatever it is however, it must be given completely before the diagram 
can be constructed. 

141. To find the angular acoeleratlon of a link from the 
acceleration diagram. The angular acceleration of a link is found 
by dividing the tangential acceleration of any point on the link with 
regard to any other point on the link by the distance between the 
points. 

The tangential acceleration is found, when the two points are 
specified, by locating these points oo the acceleration image of the link 
and then drawing through them, lines respectively perpendicular and 
parallel to the actual link. It is of course most convenient to use the 
end centres of the links for this purpose. The line at right angles to 
the actual link represents the tangential acceleration ; and the line 
parallel to the actual link represents the radial acceleration. 

Thus in Fig. 169 the tangential acceleration of the point 8 about 
the point R, is represented by the vector t^. Hence the angular 
acceleration of the link RS is 



radians per sec. per sec. 



The sense of this acceleration is found by observing which way the 
tangential acceleration acts with regard to the centre about which it 
is computed. Thus in the link RS, t^ acts on the point S of the link 
diftgram. Fig. 167, in such a direction that it tends to turn the link R8 
about the centre R in the clockwise or negative direction. 

Applying this method to the diagrams Figs. 167 and 169 it will be 
found that the tangential acceleration of 

Q about K is 0635 and is negative, 

S about R is 054 and is negative, 

8 about F is 0063 and is negative, 

J about D is 023 and is pcHitive, 

Y about V is 036 and is negative. 
Dividing these figures by the respective lengths of the links, the 
anguUr acceleration of each link is foimd, corresponding to a crank pin 
velocity of 1 foot per second. In the case where the crank pin velocity 
is changed to 30 feet per second say, these numbers must be multiplied 
by 30* = 900 to find the corresponding accelerations. This is further 
exemplified in Article 144. 
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142. Dynamical principle! from which the accelerating 
forces acting on the linkt may be fbund when the acceleratlone 
are known. The forces causing the acceleratioD of any link having 
plane motion may be analysed into : — 

(1) A force, acting at the mass centre of the link, in the 
direction of the acceleration of the mass centre, whose magnitude 
is equal to the product of the mass of the link and the acceleration 
of the mass centre. 

Thus if a is the acceleration of the mass centre, M the mass 
of the link, F the accelerating force, 

F=Mxa^-iia (1). 

9 

(2) A couple acting on the link, in the plane of motion, whose 
magnitude is equal bo the product of the moment of inertia of the 
link, /, about an axis through the mass centre perpendicular to the 
plane of motion and the angular acceleration of the link. 

Thus if « is the angular acceleration of the link, L the couple 
producing this acceleration. 



..(2). 



Having computed the force F &om equation (1) and the couple L 
from equation (2), the two may be combined into one force by moving F 
pwallel to itself through a distance o in the phtne of motion, frY>m the 
mass centre, c being found from 

Fe = L. 
That is, c is given by 

'^-F-T <^'- 

Thus the magnitude and the position of. the single force is found 
which is able to produce the given instantaneous acceleration of the link. 
For example, let the link RS,Yig. 170, be supposed isolated from the 
Joy gear, and suppose that when it formed part of the gear the accelera- 
tion of the mass centre was found to be 378 ft. per sec. per sec, and its 
anguUr acceleration about the mass centre, 301 radians per sec. per sec. 
in the negative direction. Further suppose its weight to be 35 poimds 
and its moment of inertia about the mass centre to be 0-32. Then the 
magmtude of the force producing the instantaneous acceleration ia 
from <1) 

J'=^x378 = 412lbs. 
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And the couple producing the angular acceleration, 
L = 0-32 X 301 = 96-4 foot lbs. 
The force cF must now be moved parallel to itself through a distance 

c = i/J" = 96-4/412 = 0-242 foot, 
BO that its moment with regard to the mass centre is negative. 

This accelerating force is brought on to the link by forces acting 
through the joints at the ends. The accelerating force F may therefore 
be looked upon as the resultant of these two end forces. The link is 
therefore held in instantaneous equilibrium by the two forces at the 
ends and the accelerating force F, reverted Id direction. The 
problem of finding the end forces thus becomes one of pure statics. 

143. To find the moment of Inertia of a link of a mechaninn 
about an azl*, through it* maw centre, perpendicular to the 
plane in which the link move*. The method depends upon the 
principle that any rod or link is dynamically equivalent to two particles, 
nti, m,, concentrated at two points, distant d^ and (L, respectively from 
the mass centre, as indicated in Fig. 171, these distances being connected 



'^mj 




Fig. 171. SwiNOtSO A PLUHB-BOB AMD A LIKE VS UNISON TO FIND i?. 

with the radius of gyration of the rod, k, about the mass centre, by the 
relation 

This relation is easily established from the conditions, that if the two 
particles are dynamically equivalent to the link : — 

(1) The sum of their masses must be equal to the mass of the 
link. 

(2) The centre of gravity of the particles must coincide with 
the centre of gravity of the link they represent. 
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(3) The moment of inertia of the particles about an axis, 
through the mass centre, perpendicular to the plane of motion of 
the link must be equal to the moment of inertia of the lii)fe about 
the same axis. 
Expressed algebraically these conditions are, M being the mass of 
the link and m, and m, the respective masses of the particles, 

nti + m^ = M (1), 

m,<i,-nmi, = (2), 

mid,' + m^' = MI<^ (3). 

Substituting the value of M from (1) and m, found from (2) in (3) 
the above relation will be obtained. 

Also, substituting the value of m, &om (2) in (3), 

"^=drrd, <*>• 

and similarly m, — - j ■ " ■- -. - (5), 

There is no restriction on the choice of the quantities d, and d, so 
that there are an infinite number of two particle systems which are 
dynamically equivalent to the actual link. When either (i, or (2, is 
fixed, a particular two particle system is fixed. If the equivalent two 
particle system, the particles being supposed connected by a rod without 
mass, be allowed to oscillate about an axis through one particle, parallel 
to the given axis through the mass centre, the distance (c2, + 1^) to the 
other particle is the length of the equivalent simple pendulum. The 
determination of the length of an equivalent simple pendulum therefore 
for the actual link determines a distance (rfi + d,), and the determination 
of the position of the mass centre of the link fixes the distance di 
supposing the axis about which oscillation takes place is at d^. 

The way to find an equivalent simple pendulum for the actual link 
is to suspend the link complete in every particular from some convenient 
axis. A knife edge passed through the journal at one end is usually an 
easy way of doing this. Then suspend a plumb line from the knife 
edge also, as indicated in Fig, 171, and adjust its length until it swings 
in unison with the rod. If I is the length of this plumb line, and d^ is 
the distance of the mass centre of the link (found by balancing the link 
on a knife edge), from the axis of suspension, 

d,.i-d,. 

and the value of h can be computed. If TT is the weight of the link. 



„Google 



ix] Statical and Dynamical Problems 299 

its moment of inertia about an axis, through the mass centre, parallel 
to the axis of suspension is 



Mr Aspinall has had each of the links of the Joy gear illustrated 
in Figs. 140 and 142 dealt with in this nianner and the results of these 
experiments are shown in Table 12. Considering a particular case, the 
link BS of the gear, Fig. 140, was suspended on a knife edge passed 
through the journal R. The plumb line which oscillated in unison 
with it was 14 inches long. By balancing on a knife edge the distance 
of the mass centre irom the knife edge was found to be 8^ inches. 
Hence 

d,=s8i" = 0-792 foot, 

d.- 1166- 0-792 foot = 0-374 foot, 

f = 0-792x0-374 = 0-296. 
The weight of the link is 35 lbs. Hence its moment of inertia 
about an axis, through its mass centre, perpendicular to the plane in 
which it moves is 

~ X 0-296 = 0-32 — foot' units. 
•Ji'i g 

Notice that all the dimensions must be expressed in feet. 

The way is now clear for the complete solution of the following 

problem. 

144. Find the accelerating fbrcee In magnitude and poiition 
for the links of the Joy gear, rig. 140, when the crank pin 
haa a Telocity of 30 fieet per lecond, and the crank angle has 
the Talne $ degreee. The given velocity corresponds with a speed of 
68 miles per hour for the engine in question, the wheels being 7' 3" 
in diameter and the stroke, 26 inches. 

Let Fig, 167 represent the configuration of the gear, then Fig. 168 
and Fig. 169 are respectively the velocity and acceleration diagrams. 
The scale attached to them is however drawn for a crank pin velocity 
of 1 foot per second. 

With the present data, 

Vk, Fig. 168, now represents 30 feet per second. 

Ah. Fig. 169, represents 30'/l-083 - 8307 feet per sec. per.sec 

The centre lines of the gear in the configuration determined by the 
crank angle 0, and the parts of the acceleration diagram required for 
the present problem are re-drawn in Fig. 172 and the proper scale is 
attached to it. Any line however in the diagram, Fig. 169, measured 
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on the scale attached to it multiplied by 900 will give the length 
measured on the aew scale of the diagram. Fig. 173. 

The work is to be carried out in the following way ; full instructions 
being given for the sake of completeness. 

(a) Draw the gear in the configuration corresponding to the 
given crank angle 0. 

(6) Draw the velocity diagram as in Fig. 168. 

(c) Compute from this the radial acceleration of the various 
points scheduled in Table 11. 

(d) Draw the acceleration diagram as in Fig. 173. 

(«) Weigh each link and enter the weights as in line 2, 
Table 12. 

(/) Calculate the masses corresponding to the weights, line 3, 

(g) Mark on the drawing of the gear. Fig. 172, the respective 
positions of the mass centres of the links Jf,, Jf,, M„ M„ Jf,. 

(A) Find the corresponding points mi, m,, m,, nt^, m, in the 
corresponding acceleration images, qk, rs, dv, vy. As, Fig. 173. 

(i) Measure off the accelerations of the points vn,, etc, and 
enter the results in line 5, Table 12. 

(j) Multiply together corresponding numbers in lines 6 and 3 
of Table 12, obtaining thereby the several forces competent to cause 
the instantfweous accelerations of the respective mass centres of 
the links. 

These forces have to be moved parallel to themselves a dis- 
tance c such that in the new positions their moments about the 
respective mass centres can produce the instantaneous angular 
accelerations of the links of the gear. Hence the nest part of the 
work is directed to the finding of c. 

{k) Adjust a plumb line to swing in unison with each link, 
suspended in succession from a knife edge through one journal 
Enter the plumb line lengths in line 7 of the table. 

{I) Enter in line 8 of the table the distance of the mass 
centres of the several links from the axes about which they were 
suspended. This is the dimension d,. 

(m) Subtract the numbers of line 8 from the corresponding 
numbers in line 7, finding thus (2,, line 9. 

(n) Compute the several values of <f,(J, s i?, line 10. 
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(o) The next step is to find the tangential acceleration e. 
The points whose tangential accelerations are required are entered 
in line 12, and the actual values of the tangential acceleratioiis 
are placed .under them. These accelerations are measured from 
Fig. 169, the lengths to the scale of that figure being multiplied 
by 900. The lines in the figure representing these tangential 
accelerations are, taking them in the order of the table, 

«■? t^ Uj t^ M- 

(p) The sign of the tangential acceleration of each link is 
entered in line 13. This is determined by observing whether the 
tangential acceleration with regard to the axis specified in line 12 
is in the counter-clockwise or clockwise direction. Thus, the 
acceleration t^s with regard to the centre r is clockwise, that is, 
negative. 

(q) Enter the respective lengths of the links measured between 
the points KQ. RS. DJ, V7 and FS, in hne 14. 

(r) Bivide the tangential accelerations in line 12 by the 
corresponding lengths in line 14, the quotients are the correspond- 
ing angular accelerations of the several links anA these are entered 
in line 16. 

(s) Though not necessary for the problem in hand, the mag- 
nitudes of the couples necessary to produce the instantaneous 
accelerations given in line 16 are computed by multiplying cor- 
responding figures in lines 15 and 10 and 3. The products are 
entered in line 16. 

= c, inym the numbers 

in lines 10, 16 and 5. These are entered in line 17. 

(u) Through the mass 'centre of each link Jf,, Jf„ etc., in 
Fig. 172, draw lines respectively parallel to -4nt,, Am^, etc, in the 
acceleration diagram. Fig. 173, and then parallel to these lines 
through 3fi, if,, etc. draw forces F^, F,, etc at the respective 
distances Ci, c,, etc given in Hne 17, placing each force to that side 
of the mass centre which enables it to produce a rotation of the 
sense given in line 13, supposing the link to turn about an axis 
through its centre of mass. All the forces are shown reversed in 
direction in Fig. 172 for reasons given in Article 142. 

Thus the problem is completely solved. 
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TABLE 12. 
Joy Clear. IiOncMhlre and Yorkihlre Kallw^. 

Velocity of crank pin, 30 feet per second, corresponding to a speed 
of 68 miles per hour with 7' 3" driving wheels and 26" stroke. 



1. Designation of link 


QK 


SM 


DV 


VT 


FS 


Valve 


2. Weight W lbs. 


446 


35 


34 


45-26 


31-5 


111 


3. Ma88 = ^ 
g 


13-86 


1-087 


1-066 


1-406 


0-98 


3-46 


4. Point on diagram, Fig. 
173, whose acceleration 
is to be measured 


' 


m. 


m. 


m« 


*w. 




5. Acceleration = a. 
Feet per sec. per sec. 


715 


378 


324 


183 


42-3 


67-6 


6. Force, F-- a, lbs. j 


9910 


412 


-P. 
342 


257 


F, 
41-4 


F, 
233 


7. Length of plumb line. 
Feet 


5-42 
fromQ 


1166 
tromR 


1-658 
tromD 


2-785 
tamV 


1-885 
fti>m£ 




8. Distance of c. of gravity 
of link from axis ^ (J,. 
Feet 


4-18 


0-792 


1-166 


1-777 


1-260 




9. d. 


1-24 


0-374 


0-392 


1-008 


0-635 




10. d,d, = h' 


518 


0-296 


0-467 


1-794 


0-794 




11. / about mass centre 


71-8 


0-32 


0-482 


2-62 


0-777 




12. Tangential acceleration 
900 times the values in 
Fig^ 169. 
Feet per sec per sec. 


Q 

about 

K 

565 


S 

about 

R 

501 


J 

about 
D 
227 


Y 
about 

V 
316 


S 

about 

F 

85-5 




13. Sign of tangential ac- 
celeration 


_ 


_ 


+ 


_ 


. 




14. Length of link. Feet 


6166 


1-66 


1-713 


3-625 


2-33 




15. An^lar acceleration in 
ramans per sec per sec. 
= z 














91-8 


301 


132-5 


87 


36-7 




16. Magnitude of couple, £, 
in foot lbs. 


In 
6600 


L. 

96-4 


L, 

68-8 


I, 
219 


i. 

28-6 




17. Distance, 














c-^ or ^. Feet 


0-665 


0-242 


0-167 


0-89 


0-636 
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145. Bennett'! construction fbr finding a point In th« line 
of action of the force producing the Instantaneoui acceleration 
of a link, when the direction! of the acceleration! of two point! 
of the link are reipectlvely given. The work of the preceding 
article may be shortened by using the following theorem which was 
given to the author by Mr G. T. Bennett of Emmanuel College, 
Cambridge, 

Theorem. If a rigid link, R8, Fig. 175, have plane motion, and 
the direction of the acceleration of two points in the link be given, as 

R 




Fig. 178. BENtrvrr's CoKSTBtrorioN for pikdino Z, a point im the 
LINK OF Action of the besultant acceleratino Force. 

R and S, then, if G is the mass centre of the link, and P is the centre 
of oscillation with respect to R, the force which produces the instantaneous 
acceleration of the link passes through a point Z found as follows : — 

Produce the given directions of acceleration to meet in A and 
join QA. Through P draw a parallel to 8A cutting the line GA 
in Z. Then Z is the point required. 
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Proof. Let }^ be the radius of gyration of the given link about an 
axis through its mass, centre at right angles to the plane of motion. 
And let the directions of the accelerations of the two points R and 8 
be given respectively by RA and SA. Let the mass M, of the link, be 
supposed concentrated into a system of two particles, one of which, m,, 
is placed at <S. Then it has been shown in Art. 143, that if the two 
particles are to form an equivalent dynamical system, the second particle, 
tn,, must be placed at a point Q, whose distance from 0, represented by b, 
is found from the relation 

ab = i?, 
where o is the distance 3G. 

Also the magnitude of wi, is 

hM_ 
a + b 
and the m^nitude of m, is 

^ <^>- 

Again, let iZ, P be two other points at which the mass M might be 
concentrated into an equivalent two particle system, R being one of the 
points whose direction of acceleration is given. Then if PQ = c and 
GR = d 

Therefore ab = cd, 

from which - = , (3). 

Assume for the moment that the magnitudes of the accelerations of the 
points E and S are known, and let them be respectively represented by 
/, and/,. Then, if rA =/» and sA =/,, rs is the acceleration image of 
the link. Let q in the image, correspond with Q in the link. Then qA 
is the acceleration of the point Q. This can be resolved into two 
components, qn and qv, respectively parallel to the directions of the 
accelerations, SA and ii.il. From this it will be seen that whatever 
be the actual magnitude of the acceleration /,, the magnitude of the 
component qn, parallel to it, is such that • 

gn zaA^rq: rgat(d — b) : (a + d), 

»tli.l 9"-4^' w 

^ {a + d) 



D. v. 



Refer these component accelerations to the particle at Q and it will be 

20 

DigmzcclbyGoOgle 
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aeen that the accelerating force acting on the link is the resultaDt of 
three component forces, namely, 

ni,/, acting at iS in the direction sA, 

m^qn eicting at Q in a direction parallel to sA, 

m^ acting at Q in a direction parallel to rA. 

The next step is to find the position of the resultant of the two 
parallel forces of this group by taking moments about the point Q. If 
IT is the distance fiom Q at which this resultant force cuts the 
link BS, 

wii/i + ^hqn 
Substituting the respective values of m, and mt irom equations (1) and (2X 
and the value of qn from equation (4), the expression reduces to 

and introducing the value of the tatio b}d from equation (4) this becomes 
finally 

x~b + e = QP. 
That is to say, the resultant of the two parallel forces passes through 
the point P, which is the centre of oecillatioa of the link with respect 
to R. If then, thia resultant be produced to cut the direction of the 
remaining component force through Q in Z, Z ia & point in the line of 
action of the force producing the instantaneous acceleration of the link. 
Again, since ab = ed, 

a :d = c lb. 

Therefore the points G, Z and j4 lie on a straight line. Hence Z may 
equally well be found by joining (? to J and drawing P^, parallel to SA, 
as stated above •, 

It follows that Z may just as well be found by drawing Q,Z parallel 
to B,A to cut GA in Z; so that either of the two centres of oscillation 
Q or P may be used in the construction as may be found convenient. 

This Theorem may now be applied to find the position of the 
accelerating force for each link of the Joy gear. It will be suflScient to 
exemplify the method by using it to find the point through which the 

■ This Theoiem ia kIso teue if the sauae of the Mcelsration of one of the points be 
revGTBed. For it)»t>noe, if whiUt the sense of the acoelemlion of Jl lemaioa RA, tb«t ot 5 
is obanged to AS, Z ie still a point in the line of ution ai the reanltMit, 
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accelerating force which acts on the link RS passes. For this purpose 
the link BS of Fig. 172, has been re-drawn in Fig. 176. With this 
method it is only necessary to fill in the first ten lines of Table 12. 

Having drawn the acceleration diagram (not shown in the figure, 
but supposed to be drawn in a position near it) draw through the points 
R and S, lines respectively parallel to the directions of acceleration 
As. Ar, given by the acceleration diagram, Fig. 173. Mark the position 
of the mass centre G on the link. Next mark oflF the point P so that 




Fig. 176. CONBTROCnON FOR PINDINO THB POSITION OF THE ReSDLTANT 
ACCELERATIKO FoBCE IN TBE CASE OF TBE LINK RS, OF THE JOY QeAR, 
FlO. 172. 

the distance RP is equal to the length of the plumb line which was 
found to swing in unison with the link. In the present example the 
distance RO is 079 foot, and the distance RP 1166 feet. Through P 
draw PZ parallel to the line SO, cutting GO in Z. Then the accelerating 
force must pass through Z. 

The direction of the accelerating force is given by the line Am^ in 
the acceleration diagram. Fig. 173, and its magnitude is given in the 
sixth line of Table 12. Hence the force producing the instantaneous 
acceleration of the link is known completely, in magnitude, direction 
and position. " 

When all these instantaneous accelerating forces have been marked 

30—2 
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on the drawing, the problem becomes a statical one and the continuation 
of the general solution is given in the next article. 

146. Tlnd the fbrce which muft act at R to balancs the 
accelerating forces found In Art. 144. The method of solution 
is to consider each link in order, beginning with TV, reverse each 
accelerating force F in direction, find the resultant of all the forces 
acting on the link, and then apply the principles of Article 134. To 
the system of forces Fj... F, must be added the force F„ representing 
the force necessary to overcome the acceleration of the slide valve and 
valve spindle supposed concentrated at the point F. The necessary 
numbers are given in the last column of Table 12. 

To F, may be added the additional force required to overcome the 
friction of the slide valve. In the present case, however, this is 
considered to be zero because the object is to show the force at R 
due to acceleration alone. 

1. Consider the equilibrium of the link YV, Fig. 172. The 
forces acting on the link are JP, and F,, known completely, and 17", 
the vertical reaction at the guide of the joint Y, known in direc- 
tion only, and the force through the joint V altogether unknown in 
direction Mid magnitude. Find the resultant, R,, of F, and F,, 
and produce it to cut a perpendicular to the line of stroke through F 
in Pf Join P,F, fixing thereby the direction of the force at V. 
In Fig. 174 set out Oa = F„ ab = Ft, and draw through & and O 
parallels respectively to P,Fand P,V in Fig, 172, thus fixing the 
point c Then 

cO is the reaction at Y, 

be is the reaction at the joint V. 

The system of forces, F,, F,, U„ and be then hold the link YV in 
equilibrium. 

2. Consider the equilibrium of the link VJD. The link is 
kept in equilibrium by the reaction at the joint V, that is cb 
(notice the reversal of the sign here), the force Ft, the reaction U, 
at J, and the reaction at the joint D. Of these forces the first 
two are completely known. Find the resultant fl, of the forces F^ 
and cb. The directions of these two latter forces meet in P,. Then 
this resultant, the force at D, and the reaction at J, must meet in 
a point. Produce fi, to meet the direction of the reaction at P,, 
which is normal to the path of J, and join P,Z), thus fixing the 
direction of the reaction at D. In Fig. 174 draw be equal to F,, 
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and through e and c draw parallels respectively to the lines P^D 
and PtJ in Fig. 172, meeting in / Then ef is the force at the 
joint D, and /c is the reaction at J, called (7,. 

3. Again, consider the equilibrium of link BS. It is kept in 

equiUbrium by the forces ^e acting at A-^K^^Qd a force ^, acting at 

S parallel to F^ and equivalent to 32 lbs. {F^ multiplied by the 

fraction FxjFS), the reaction at the joint R, and the reaction at S, 

which mu8t be along the Hne SF. The resultant of the three 

forces /e, F,, and F, is Bj, whose line of action cuts the direction of 

the reaction of the joint 8 in P«. Join P, to the joint R, fixing 

thereby the direction of the reaction of the joint R. In Fig. 174 

set out eg to represent F^, gk to represent F, and then through h 

and Fdraw lines parallel respectively to P,S and P,R in Fig. 172, 

thus fixing the point i. Then if is the force at R whose magnitude 

is to be found. Its magnitude, measured from the diagram, is 

1025 IbB. 

So that at 68 miles per hour with the motion in full forward gear, at 

the instant the crank angle passes through the angle 6 a force of 

1025 lbs. acts on the rod at the joint R to accelerate the motion of 

the links of the valve gear alone. 

At this speed it is very improbable that the motion would be in full 
forward gear, but the engine would be linked up so that the path PP 
would be nearer the mid vertical position. This point does not make a 
material difference to the problem, and it has been worked out in fiill 
forward gear in order to take extreme conditions. 

To find the maximum value of this force at R it would be necessaiy 
to work out its value for a series of values of the crank angle. Practi- 
cally the maximum value of the force is unimportant compared with a 
knowledge of its value when the connecting rod is in the position where 
its inertia loading due to its own mass is a maximum. Because, what- 
ever this maximum loading may be, the force at R must then be added 
to it. The inertia loading of the connecting rod may be considered to 
reach its most dangerous point when the rod is at right angles to the 
crank, because then the direction of acceleration of each particle of the 
mass of the rod is approximately at right angles to the rod, and it 
becomes loaded transversely and has to sustain bending stresses. When 
the rod is at right angles to the crank the value of the force at R 
works out to 835 lbs. in a direction almost at right angles to the rod. 
This was determined in the manner set forth in the previous articles. 

147. To find the maximum bending moment on the con- 
necting rod, Figa. 140 and 173, due to ite own inertia and to 
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the inertia of the valve gear when the crank and the rod are at 
right anglei and the speed Im 68 milei per hour. It will be found 
that when the crank is in the position where it is at right angles to the 
connecting rod, the radial acceleration of Q about K is negligible. The 
direction of the tangential acceleration of Q about K therefore practically 
coincides with the vector representing the acceleration of K, the crank 
pin. The velocity image is therefore a vector Ak at right angles to 
the rod. Hence the acceleration of K at right angles to the rod 
is a maximum and equal to w'r : the acceleration of Q is practically 
zero and the acceleration of every other point along the rod is pro- 
portional to its distance from Q, In any other position of the rod 
the component acceleration at right angles to the rod results in a 
bending moment curve having a smaller maximum value, than in the 
case assumed. 

To find the inertia loading of the rod the force required for the 
acceleration of the motion of each particle of the rod should strictly be 
estimated, but to make such an estimation is impossible unless the 
weight of the rod per foot follows a definite law, in which case the 
equation of the bending moment curve may be found easily enough. 
In practice the weight per foot of a connecting rod is quite arbitrary. 
For practical purposes, however, it is quite sufficiently accurate to 
consider the rod made up of a series of elements, and then to suppose 
that the mass of each element is concentrated at its mass centre. Then 
the acceleration of the mass centre of each division is to be found, and 
then the force which must act to cause the acceleration of the division 
is the product of its mass and the acceleration of its mass centre. 

It should be understood that the accelerating forces are brought on 
to the rod by the two forces acting at the crank pin and the slide bar, 
80 that for drawing the bending moment curve the rod is to be thought 
of as a beam, supported freely on two supports a distance apart equal to 
the length of the rod, measured from the centre of the small end to the 
centre of the big end, and carrying a system of concentrated loads, each 
load being the force required to accelerate the motion of a particular 
division of the rod, reversed in direction. 

The method is illustrated in Figs. 177 to 179. First a curve is to 
be plotted, c, c, c, c, whose ordinates represent the weight of the rod 
per inch, sCnd whose base is the length of the rod. The curve plotted 
represents the weight of the Lancashire and Yorkshire rod used with 
the Joy gear under discussion with sufficient accuracy for the purpose in 
hand. The projection below the line on the right side of the diagram 
represents the flanges of the big end brasses. It is more convenient to 
add their weight this way than to add the weight to the upper side of 
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the curve. The weight per foot here is of course the full vertical width 
of the diagram. 

Next divide the diagram into a seriea of short divisions, numbered 1 
to 20, not necessarily equal in length, but chosen so that the respective 
mass centres can easily be marked off. Then calculate the weight of 
each division and find its mass centre. Set out the acceleration curve 
a, Ui, a for the position where the crank and the rod are at right angles. 
As just explained, the acceleration is practically zero at the small end, 
and at other points it is proportional to the distance from the small end, 
and is m'r at the crank pin. For 68 miles per hour with 7' 3" driving 
wheels and 13 inch stroke the acceleration of the crank pin is, as 
already found in the previous diagrams, 830 feet per sec. per sec. Hence 
the acceleration may be represented by a straight line passing through 
the small end centre, and having such an inclination to the base line 
that the ordinate at the big end represents 830 on some conveniently 
chosen scale. Then from this curve, scale off the acceleration of the 
mass centre of each division and multiply by the mass of the division. 
For example, the weight of division 8 is 154 pounds. The point m 
represents the mass centre of the division. The ordinate to the 
acceleration curve passing through m, namely a,, Oi, measures its 
acceleration and scales 350 feet per sec. per sec. The force required 
for the acceleration of this division is therefore 

f-360x^ = 167H». 

In the figure the forces corresponding to each division are written 
under the line passing through the mass centre of each division. 

In order to check the accuracy of the work, the resultant of all these 
forces may be found by taking moments about the big end centre as 
indicated in Table 13, and comparing it with the resultant found by the 
graphical methods already explained. From Table 13 it will be seen 
that the sum of the moments is 81512 inch lbs., and the resultant force 
is 7770 lbs. Therefore the resultant of all the forces acts at a distance 

777n" ~ ^^^ inches from the big end centre. 

Neglecting the distribution of the accelerating forces along the rod and 
finding the single accelerating force by the graphical methods already 
explained, the total force works out to 7728 lbs. acting at a distance of 
lOJ inches from the big end centre. There is therefore a very good 
^^reement between the two results. 

The problem now becomes the static one of drawing the bending 
moment curve corresponding to these forces, reversed in direction, and 
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TABLE 13 




ia loading of the Gonnetiing Rod of the Lanctu 
Yorkshire locomotive. 


TiBio 


Force 


Dialsnoe bom 


Moment about 
big end eentte 
in inch Iba. 


1 


-9-6 


7675 


-721 


2 





71 





3 


30-1 


70-25 


2113 


4 


57-8 


660 


3820 


6 


524 


61 


3170 


6 


84-6 


55 


4660 


J 


277 


49 


13540 


8 


167 


43 


7170 


9 


199 


37 


7370 


10 


233 


31 


7220 


11 


265 


26 


6630 


12 


466 


17-75 


8270 


13 


386 


14-26 


5480 


14 


966 


11 


10626 


15 


707 


7-26 


6130 


16 


882 


6 


4410 


17 


806 


2-5 


2013 


18 


868 


-2-5 


- 2148 


19 


1005 


-6 


- 6025 


20 


339 


-6-5 


- 2206 



7770-3 + 91612 - 10100 = 81512 



to the force acting on the rod from the valve gear at the joint R. The 
reversed accelerating forces along the rod, and the force from the valve 
gear act in the same eense. This may be done in a variety of ways, but 
the following method is the one which requires least labour. 

Take OA, Fig. 178, to represent the length of the rod, centre to 
centre. Draw a line 0£ at right angles to OA. Calculate the moment 
of each force about 0, setting out these momenta in order from 
beginning with that corresponding to division 1. Those forces to the 
right of 0, corresponding to divisions 18, 19, and 20, have opposite 
moments about to the rest and must be set out in the opposite 
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direction aloDg OZ to the moments of the forces on the left of 0. 
The force correaponding to division No. 1 is also to be set out up- 
wards. 

Table 13 gives the forces, their distances from 0, and the corre- 
sponding moments in inch lbs. 

Thus, — 1 upwards represents 721 inch lbs. 

1 — 3 downwards represents 2113 inch lbs. 

6 — 7 downwards represents 13540 inch lbs, 

17 — 18 upwards represents 2148 inch Iba 
finally arriving at point 20. 

Now join point 1 on OZ to the point x,, where the direction of the 
force corresponding to No. 1 division cuts OA. Join point 3 on the 
line OZ with point a:,, where the direction of the force 3 cuts the line 
1^,. Join point 4 on the line OZ with the point x^, where the 
direction of the force number 4 cuts the line Sa^ and so on. Fig. 178 is 
too small to show this, and Fig. 179 is drawn to a distorted scale in 
order to show the points referred to clenrly. 

Finally, join the point 20 on the line 0/with the point A. Then 
Aa^. .. a^. , .a^.-.x^t... 20. ..Ais the bending moment diagram required, 
and the vertical width of this diagram at any point represents the 
bending moment at the corresponding section of the rod. 

To find the additional effect due to the component of the force R, 
at right angles to the rod, the magnitude of which is 835 lbs., set 
out 20 — Z downwards on the line OZ to represent the moment of 
the force about 0. This moment is equal to 40915 inch lbs. Join 
^ to ^ ; produce the line of action of the component at A to cut 
this line in R,, and join R, to the point 20, Then the triangle ARi20 
is the bending moment on the rod due to the component force at 
R alone. Consequently the total bending moment at any section due 
to the acceleration of the rod and the valve gear is given by the 
vertical width of the diagram shown by thickened lines. 

It will be found by measurement that the maximum bending 
moment on the rod is about 40,000 inch lbs., but that the section 
at which the maximum occurs is not well defined. All the sectirms 
between x, and ai„ have to resist a bending moment of about this value. 

The design of the rod is admirably suited to meet this condition 
because it is of uniform section through the divisions 8 to 11, being 
IJ inches wide and 5 inches deep. 
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The maximum atress, /, at any specified section of the rod can 
now be found from the relation 

M=Zf, 
where M is the bending moment measured from the curve just found, 
at a position where the modulus of the section is Z. 

At the section Xia, where the bending moment is a maximum, the 
value of 2 is 

and Af is 40,000 inch lbs. = 17-85 inch tons. 

Therefore /— -,„ = 2'45, say 2-5 tons per square inch. 

There will thus be a tensile stress of this amount in the upper edge of 
section fc,t, and a compressive stress of equal amount in the lower edge 
of the section. 

When the rod is in the lower position and at right angles to 
the crank, the bending moment curve on the rod due to its own 
mass will be exactly the same as in Fig. 178, but the bending momente 
will be of opposite sense. The effect of the valve gear at R will not be 
quite the same, but whatever its magnitude its sense will change and 
will be the same as the sense of the bending moment due to the maas of 
the rod. The bending moment curve of Fig. 178 will therefore approxi- 
mately represent the total bending moment on the rod for the lower 
position, it being understood that the sense of the moments is reversed. 
Consequently section x^^ will now have to sustain a compressive stress ' 
in its upper edge, and a tensile stress in the lower edge. The stress 
acting therefore alternates between a maximum tensile stress of 2'5 tons 
per square inch and a maximum compressive stress of 2*5 tons per 
square inch. The range of stress is thus 5 tons per square inch. So 
long as the range of stress is within the elastic limit of the material (15 
to 16 tons per square inch for mild steel) the rod is safe, but to have a 
factor of safety the range should not exceed 8 tons per square inch at 
the highest speed ever reached by the engine. 

When the stress due to acceleration at any point of a given section 
is known for any one speed the corresponding stress at any other speed 
can easily be computed, because these stresses vaiy as the squares 
of the speeds. 

Thus at 80 miles per hour the stress/at a;„ is found from 
/:2-5 = 68':80', 
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from which 

/= 3'46 tons per square inch, 

giving a range of Btress of 6*92 tons per square inch. 

The stresses due to the inertia loading of the rod are of course in 
addition to the Btreeses In the rod due to the transmission of force 
between the croeshead and crank pin, and to the stress caused by 
the moving of the valve against friction. 

Any other link of the valve gear may be examined in the same way, 
bearing in mind that the inertia loading of the link is to be computed 
for the position where it is a maximum. 

It may he pointed out that if a rod is found to be weak when 
examined for the acceleration stress, no addition is made to the 
strength by merely increasing its width, because by doing this the 
inertia load is increased exactly in the same proportion as the modulus 
of the section, and/ remains the same. But if the depth of the rod is 
increased although the inertia loading increases in proportion to the 
increase of depth, the value of Z increases as the square of the depth. 

14S. Link motion. Velocity diagram. The preceding method 
may be applied to find the velocity and acceleration of all points in a 
link motion, but neither the velocity nor the acceleration diagram ctm 
be drawn directly as in the case of the Joy gear. It will be remembered 
that the position of the link for a given crank angle can only be found 
by a process of fitting a template of the link to three curves which are 
respectively the loci of the ends of the eccentric rods and the end of the 
suspension link. The same kind' of difficulty occurs in the drawing of 
. the velocity and acceleration diagrams. This may be illustrated by 
drawing the velocity diagram for the position of the link motion shown 
in Fig. 180. 

Take any pole V, Fig. 181. Draw Va at right angles to the 
eccentric QA, and Vb at right angles to the eccentric QB, making the 
length of each of these proportional to the respective velocities of the 
points A and B. In general these will be each equal to tar, a being 
the angular velocity of the crank shaft, and r the eccentric radius. 

The direction of motion of the point E of the link relatively to A 
is at right angles to the eccentric rod AE. Draw therefore an 
indefinite line through a in the velocity diagram at right angles 
to the rod AE. Again the direction of motion of the point F of 
the link relatively to £ is at right angles to the eccentric rod BF. 
Draw therefore an indefinite line through b in the velocity diagram at 
right angles to the eccentric rod BF. . 

Again the direction of motion of the point S of the link is at right 
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aogles to the auspensioii link US. Drav therefore in the velocity 
diagram an iudefiuite line through the pole V at right angles to US. 
Then, joining 8 to E and F, a triangle rauet be found in the velocity 
diagram similar to ESF, placed so that its aides are at right angles to 







r-l-4i, 



Link Motion. Velocitt Diagrau. 
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the corresponding sides of the triangle ESF, and so that its comers lie 
upon the indefinite lines which have ab^ady been drawn in the velocity 
diagram. This triangle es/'is the velocity image of the triangle ESF. 

By constructing a triangle on es similar to the triangle ESP the 
position of P is found in the image. The triangle may be found by 
the following construction : — 

Draw any line ei/, at right angles to EF and construct a triangle 
ei/,8i similar to the triangle ESF. Again draw any other line e,/, at 
right angles to EF and construct a triangle Cj/aai similar to ESF. 
Then the indefinite line joining the points «i«,, ia the locus of the 
apexes of all the triangles similar to ESF which have the end points 
of their bases on the loci of e and /. Therefore the point «, where the 
line joining «, and s, cuts the required locus of a, is the position of the 
apex of the required triangle. Then 

Vp is the velocity of the centre of the motion block, 
Vs the velocity of the point of suspension, 
Ve the velocity of the upper end of the link, 
Vf the velocity of the lower end of the link ; 
and the velocity of any point in the gear can be found when the 
corresponding point is located in the velocity diagram and joined to V. 
The method need not be pursued, particularly as the objects of the 
construction, namely the finding ultimately of the acceleration of the 
various points in order to obtain the forces acting on the mechanism, 
can be found with sufficient accuracy for practical purposes by simpler 
approximate processes. 

It may be pointed out that the velocity of the point P in the 
diagram is in the direction Vp, and this is drawn to a larger scale 
in Fig. 182. The centre of the motion block is, however, constrained to 
move in a direction PI. It follows that the block must slide, or slip in 
the link to allow this to take place. The direction in which this 
relative motion is possible is parallel to the tangent to the link at 
the point P. Hence if a line pm. Fig. 182, be drawn parallel to the 
tangent to the point P of the link cutting the direction of motion of 
the motion block in m, Vvi is the velocity of the valve spindle, and mp 
is the velocity of the motion block relatively to the link, that is the 
instantaneous velocity of slip. 

149. Iilnk motion. Inertia forcei. The link is at any instant 
a beam supported at its ends, with a load applied at the centre of the 
motion block. The design of the link therefore requires that the 
maximum bending moment on the link should be estimated. The 
load on the link is made up of two parts, namely : — 
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(1) The Btatic force required to move the valve against the 
friction produced by the steam preseures plus the gland fric- 
tion. 

(2) The inertia loading due to the acceleration of the valve, 
valve Bpindle and parts up to the motion block which have the 
Bame motion as the valve. 

The estimation of the first part is not difficult when the form of 
valve is given. 

The second part requires the acceleration of the valve to be found. 
For all practical purposes this can be found at any instant from the 
approximate displacement equation (5), given in Article 97. This 
equation, expressed in terms of the equivalent eccentric, is 

3! = p cos (fl + ^). 
When the crank is revolving uniformly the angle increases uniformly 
with the time, so that if o) is. the angular velocity, the angle turned 
through in t seconds is wt, and hence 6 = wi. Hence 

:c = pCOS((i)(+'^). 
Differentiating this with regard to the time, the velocity of the valve is 

V - i = - m^ sin {at + ■^), 
and the acceleration is 

(1 = i = — a>*p cos (<o( + 1^), 
and this is a maximum when w( + if- = or 180 degrees, in which case 
it is equal to »"/>. If W is the weight of the valve and all the parts 
attached to it which move with the same motion, reckoned up to the 
motion block, the maximum accelerating force is 

9 *^ 
This force is a maximum for a given speed when the link motion is in 
full gear, since then, p has its maximum value. It is a minimum in 
mid-gear since then p has a minimum value. For a given speed the 
force varies as the magnitude of the radius of the equivalent eccentric p, 
and if its value be plotted on the link an estimation of the maximum 
bending moment can soon be made. 

To illustrate this consider the Great Eastern Railway link motion. 
Fig. 76. The length of the equivalent eccentric in full gear is 
about two inches. At 60 miles per hour, with driving wheels 7 feet in 
diameter, the crank shafb makes almost exactly 4 revolutions per 
second, so that w is equal to 2d'12 and (i>*='632. The maximum 
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acceleration of the valve and the associated valve spindle iB thus 

equal to 

, 632x2 ,-,.^ 
urp = — j^ — = 105"3 It. per sec. per sec. 

If the valve, valve spindle, etc., weigh 200 pounds, the force required 
for acceleration is 

^x 105-3 = 654 lbs. 

The force required to overcome the friction of the valve would be about 
2000 lbs. (see Article 24) so that the total force exerted by the link 
would be in the region of 2650 lbs. The effect of the inertia of the 
valve and its attachments is thus seen to be considerable at high speed. 
A locomotive would not run in full gear at 60 miles per hour, 
BO that the above example may be considered as exhibiting an extreme 
case. The engines of torpedo boats, however, run at high speeds 
in full gear, and the above example indicates how to find the loading on 
the link of engines of this type. 

ISO. Link motion. Inertia atreises in the eccentric rod. 

The maximum stress in an eccentric rod, due to the inertia loading, 
at a given speed, may be found by the semi-graphical method already 
exemplified in Article 147 for the Lancashire and Yorkshire connecting 
rod, the assumption being made that the end of the eccentric rod moves 
in a straight line which passes through the centre line of the crank axle. 
The curve representing the weight of the rod would be in most cases 
simpler in form than that shown in Fig. 177, in fact for all practical 
purposes the weight of the eccentric rod per foot may be considered 
constant, and equal to the mean weight of the rod per foot, this mean 
weight being calculated from the central part of the stem of the rod. 
XjCt w be the mean weight per foot of the rod, 

I the length in feet, 

r the eccentricity, 

m the angular velocity. 
Then the maximum bending moment occurs at a section distant f)'58t 
feet ti-om the small end of the rod, and its value is 



..(1). 



These espressions are easily proved. As in Article 147, and illustrated 
in Fig. 177, the acceleration of the crosshead centre may be taken 
equal to zero; the acceleration of the eccentric strap centre is ra'r; and 
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the acceleration of a point along the rod may be taken as proportional to 
the distance of the point from the email end. Let AB, Fig. 183, be the 
rod, and let BC represent the acceleration of the centre of the eccentric 
strap. Then the inertia load per foot, at a distance x from the small 

end, will be — 5— , the value of which is aero at the small end and 

at the crank end. Represent this latter quantity by the symbol 7 shown 
by BD in Fig. 183. Then the problem is reduced to finding the maximum 
value of the bending moment for a beam supported freely at each end 




Fig. 183. BsMniNa Moment due to Inebtia Loadino. 
Approximate Solution for ar Eccbntbic Rod. 

and canying a load varying as the distance from one support. I^et this 
loading be represented by the triangle ABD. Then the whole load 

is ^ , acting at the centre of gravity of the triangle ABD, which is g 

from the support B, The reaction at A corresponding to this is -^ . 

Consider a section EF, distant x from A. Then the bending 
moment there will be that due to the reaction at A, minus the moment 

of the area AEF. EF is equal to ^, so that the load represented by 
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the area ABF is ~ acting at ^ from EF. Thua the bending 
moment is 

^ ylx off 

^6 er 

Differentiating this and equating the result to zero, M is found to be a 
maximum when x = l/Vs = 0'68f. Substituting this value of ir in the 
equation for if, the maximum value is found to be 0'066i*7 aa above 

stated and the corresponding maximum stress in the section is —^ . 

Conaider an eccentric rod 45 feet long, centre to centre, with an 
average section 3^ inches deep and 1 inch wide. This would weigh 
about 11 pounds per foot run. Let the eccentric radius be 3 inches. 
Calculate the maximum stress due to the inertia loading when the 
engine runs at 80 miles per hour, the driving wheels being 7 feet 
in diameter. 

At 80 miles per hour the angular velocity is 33'5. 

Substituting these data in expression (1) above, remembering that r 

must be expressed in feet, 

... ^ .. ^ 0065 X 4-5" X 11 X 33-5» x 3 
Maximum bending moment = ^sTg — ^o 

= 127 foot pounds 

= 1524 inch pounds. 

The section is rectangular and at 0*58! from the small end is taken to 

be 3^ inches deep and 1 inch wide. The modulus of this section, 

namely, J id", is approximately 2. Hence the maximum tensile, or 

maximum compressive stress due to the inertia loading is 

M 1524 „.,. . . . , , 

-™ - — =— = 762 lbs. per square inch approximately. 

This is a email amount, and Indicates that with the deep section of the 
eccentric rods usual in locomotive practice, the inertia loading is fiiUy 
provided for. In cases where round eccentric rods are used, as in some 
types of modem high-speed engineSj the stress would probably be 
higher because the circular section, though well adapted to act as a 
strut, does not give sufficient depth in the plane of motion to keep 
the inertia stress within small limits if Its diameter is fixed solely with 
regard to the forces it is required to transmit between the eccentric 
sheave and the valve. 

A connecting rod may of course be examined in the same way, 
and inasmuch as the radius of the crank is so much greater the inertia 
loading is much more severe than in the case of an eccentric rod. 
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ISl. Str«ueB In an eocentric rod, a connecting rod, or 

coupling rod due to the 'inertia loading and an end thnut 

combined. When a rod ia transmitting a load along it aa a strut, the 

load being applied at the enda so that the line of action of the load 

passes through the centre of gravity of every section of the rod, the 

stress over each section is uniformly distributed, so that if A is the area 

of a particular section, and F the end load, the stress is 

F 

-J lbs. per square inch. 

If there ia inertia loading also, causing a bending moment at the section 
of M inch lbs., and if Z is the modulus of the section, the maximum 
stress at the section due to the lateral inertia load is 

-3- lbs. per square inch. 

Z is here assumed to be the same for both tension and compression. 

If the rod be assumed to remain perfectly straight under the action 
of the bending moments so that no deflection occurs to modify the 
condition stated above, the maximum stress at the particular section 
whose area is A and whose modulus is Z is 

/=-j + -= lbs. per square inch (1). 



' ^» "^' 

IHg. IM. Bkitdino Mombkt dub to Thrust. 

If however the bending of the rod is taken into account it will be seen 
from Fig. 184 that at any section X, the bending moment on the rod is 
that due to the inertia loading plus the bending moment Fy due to the 
thrust. Hence the total bending moment on any section is 

{Fy + M). 
and the relations between the several quantities concerned are obtained . 
irom the well-known equation connecting deflection y and bending 
moment 



El'^ = -(.Fy^M)- 



Thatis EI^-¥Fy=-M (2). 
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Before this ecjuatioD can be Bolved, the bending moment due to the 
lateral loading must be expressed as a •function of x, and with any 
loading this can always be done approximately by means of a series, 
which aeries being substituted for M enables the e<juation to be solved 
by the ordinary rules for the purpose. 

Equation (2) represents a particular case of the general subject 
of struts or ties with lateral loads, a subject which has been thoroughly 
investigated by Professor Perry*. A simple illustration may be taken 
from Professor Perry's paper. Consider a coupling rod of a locomotive, 
of uniform cross section, and weighing w lbs. per foot The inertia 
loading is given by 

lbs. per foot run, 

9 ^ 

where a is the common angular velocity of the cranks and r the radius 

of each crank in feet. The total inertia load is therefore, I being the 

length of the coupling rod centre to centre in feet. 




Tig. 186. Bending Moment dde to Inertia Loadino. 

Let this quantity be represented by y9. The bending moment diagram 
is a parabola. Fig. 185, whose maximum ordinate, OC, represents the 
mum bending moment 



The dotted cosine curve drawn through the points A,G,BiB not greatly 
different from the parabolic curve. It may therefore be taken to 

* "Strnts »nd Tie-roda with Lateral Loads," b; ProteBaor John Pen?, D.S«., F.B.S., 
Pbiloiophieal MagaitM, March 1893. 
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represent the bending moment curve without introducing sensible 
error, and this substitution makes the solution of equation (2) quite 

simple. Observe that the distance OB represents an angle ^ in 

relation to the cosine curve, and since this distance also represents \l, 

any distance :r represents an angle jx. Hence the bending moment 

corresponding to a; ia given by 

M=00c(m-f-=^ C08-V-. 

Substituting this in equation (2), 

The solution of this equation is 

SI TTX 

and the maximum deflection at the centre, corresponding to ;c = 0, is 

Bl 

8 
The greatest bending moment is therefore 



%„.^.fji+^l 



The quantity — ^ gives the buckling load of an ideal column. Call 
this P, and then the greatest bending moment is given by 



8 \P-F\ 



\ (3). 



Divide numerator and denominator of the quantity in the bracket by 
A, the area of the strut, so that 
p 

-T = ^, the buckling load of the strut per square inch in the 
plane of bending ; 

-J- = «, the load per square inch due to the end thrust. 
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Then, if Z is the modulus of the eectioD at the centre of the rod, the 
maximum stress at the centre, when the coupling rod is in its highest 
or lowest position, is 

/— SIf^} <«. 

that is, a due to the direct loading, and the quantity represented by the 
second term due to the maximum bending moment caused at the centre 
by the inertia loading. This formula may be applied to find the 
maximum speed at which a coupling rod may be driven when the 
maximum stress at the central section is assigned. Considered as a 
strut, a coupling rod would fell sideways, the buckling load per square 
inch at which this would happen being the highest possible value for a. 
If this value be ascertained and inserted in equation (4), then a value 

of fi can be computed ; and since fi = , to, the maximum angular 

velocity corresponding with the assumed conditions, can be found. 

The maximum value of if in expression (1) is ~, hence, compar- 
ing expression (4) with expression (I), it will be seen that the only 
difference is in the foctor —' — , which is multiplied into the second 
term in expression (4). 

Consider a coupling rod 100 inches long, IJ inches wide,and 4'5 inches 
deep. The weight of this will be about 22'5 pounds per foot. Let the 
crank radius be 10 inches and the wheels 6' 6" diameter. Calculate the 
maximum stress at the central section when the speed is 60 miles per 
hour and there is an end thrust of I ton per square inch, using first 
expression (1) and then expression (4), With the dimensions given 
Z=j6d» = 606. 

With 6 feet 6 inch wheels the angular velocity of the crank shaft at 
60 miles per hour is 

01 = 271, hence w« = 734. 

„ . 22- 5 X 734 X 10 X 100 ,-„,,,. ^. , ,- ■ , 

Hence P = 2240 x 322 x 12 x 12 " ~ mertia loadmg in tons. 

And the corresponding maximum stress at the centre of the rod is 

m 1-59x100 „__^ . . 

= — 3, 3-93 tong per square inch. 
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The quantity p for a strut 100 inches long and 4^ inchee deep calcu- 
lated from — h~- is approximately 20 tons. Hence the &ctor 



Hence from (1) /„.„ = 1 + 3-93 tone = 4-93 tons 

and from (2) /,^ = 1 + {3-93 x 105) toas = 513 tons. 

The deduction of expression (4) and the working of the example are 
sufiRcient to show the nature of the general problem of laterallj' loaded 
struts. With connecting rods, even of simple form and cross section, 
the exact expression for the inertia loading per foot is complex, and the 
resulting work in connection with the finding of y, the deflection, and 
from that an expression corresponding to (4), is tedious and hardly 
necessaiy for problems connected with coupling rods, connecting rods, 
and eccentric rods belonging to locomotives. For in the first place 
the end thrusts are small at high speed, and in the second place the 
deflections produced by the thrusts are small, and therefore for the 
purpose in view the maximXim stress may usually be estimated by the 
simpler method of neglecting the deflection and using equation (1). A 
series of articles appeared in The Engineer*, in which the subject of 
coupling and connecting rods is exhaustively treated. 

* ■■ Oonnecting and Coupling Bods," b; P. H. Put, The Engitutr, YoL idt., 
itMOAXS to June 1908- 
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CHAPTER X. 

REPRESENTATION OF A VALVE DISPLACEMENT CURVE BY 
A TRIGONOMETRIC SERIES. 

152. Preliminary remarki. Many examples have been given 
above of the representatioii of a valve displacement curve by two tenuB 
of a trigonometric series. In fact the displacement curves of all the 
reversing motions are approximately represented by an equation of the 
form 

eB=Acoad + BBm0, 
where x is the displacement of the valve tivm its central position when 
the crank angle is d, and the constants A and B are found from the 
dimensions of the gear. 

Again, the displacement of the piston from its central position 
given by expression (1), Article 71, may, by the substitution of 

1 -COS 25 , ... 
„ ■ -■' for sm*?, 

be transformed into 

Z = iicos^-J'cos2d + 5. 

it it 

which may be written 

X = A,coa0 + A,coB20 + A^, 
where A^, A^ and A^ are constants calculated from the dimensions of 
the gear. 

These two examples are only special cases of Fourier's general 
theorem that any single-valued periodic function of 6 may be re- 
presented by a trigonometric series of sines and cosines of multiple 
angles with a constant term added. 

Referring to Fig. 98, it will be seen that the actual valve displace- 
ment curve there shown in full lines, is slightly different frtim the 
dotted curve which is assumed to approximately represent it, and which 
may be obtained by plotting the expression 

a: — j4 cos d — Bsiad, 
where A and B have the values — 1*04 and l'S2 respectively. 
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If the expression were continued to a few more terms, say 
X = A, + A^cobB + AiCOB20 + B,Bm + Btw^n2e, 

then the agreement between the curve plotted from the expression and 
the actual curve would be much closer, in fact the agreement between 
the actual curve and the curve plotted from the trigonometric series 
can be made exact, provided there are a sufficient number of terms in 
the series. 

Each term however involves a coefficient, so that if there were 
twenty terms there would be twenty coefficients besides the constant 
term ^i,. 

There are two points of view from which to consider the question. 
The first is, given a mechanism, to find a trigonometric series which will 
represent the displacement of any given point in the mechanism in 
terms of some variable like the crank angle, the coefficients A, B being 
calculated firom the dimensions of the mechanism. The analytical work 
involved in calculating only a few coefficients &om the dimensions of 
the mechanism is so formidable that generally speaking only a few 
terms can be found. 

The second point of view is, given the actual displacement curve 
of a point in a mechanism, to find a trigonometric series which will 
represent the curve. This can be done for any displacement curve 
providing only that for a given value of the angle 6 there is one and 
only one value of the disphtcement, a condition generally fulfilled by 
mechanisms used by engineers. 

In order that the matter may be thoroughly understood, the way 
a curve may be built up by means of sines and cosines, and then the 
way a curve may be analysed into sine and cosine components will be 
explained in the next few articles. 

In the following remarks the angle 8 is expressed in radians, not in 
degrees. 

It may also be noticed that in the illustrating figures the axis of 
the independent variable ia placed vertically, instead of horizontally, 
in order that the diagrams may correspond with the general arrange- 
ment of the valve displacement diagrams. It is only necessaty to give 
the book a quarter turn in the counter-clockwise direction to obtain the 
figures with the 6 axis horizontal, as in the usual mode of representation. 

The ordinates to a sine curve are denoted by the letter s, and to 
a cosine curve by the letter c. 

103. A value of th« coefficient B may be found lo that the 
curve, s s B lin 6, will pan through a given point P, whoie 
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ordinate, s, hu any value poiltiTe or ne§:atlve, and wboee 
alMciua, $, hai any value between and v. Let a, and $, be 

the coordinates of the given point P. Substitute these values in the 
equation and solve for B, thus 

The curve which passes through the point «, = 1'7 and 5, = j is 
shown in Fig. 186. 






Fig. 186. Sine Curve ADJcaTRD to pass thsouqh one qiveh point, P. 

1S4 Value* of the coettclenti B^ and B, may be flnind 
lo that the curve 

will paM through any two pointi P^ and P„ reipeotlvety 
defined by the coordinate! b,, $i, and s,, 0^, where b^ and s, may 
have any valuei positive or negative and 0^ and 0^ any valuei 
between and tt. For there are two unknown quantities, £, and B^, 
and by substituting the values of s,, d,, and Sj, fft, i^ the given equation, 
there results a pair of simultaneous equations &oni which £, and B^ 
may be found. 

Saunple. 

Let B, = S,$, = 1 radian, define the point Pi, Fig. 187, 
and fii=> — 0'2, 0, = 2 radians, define the point P,. 

Substituting these values in the equation we have 
3 -= £i sin 1 + £> sin 2, 
- 0'2 = Bt sin 2 + £> sin 4. 
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Now 8ml = 0-8415, 8m2 = 0-91. and sm4 = -0-756. 
Introducing these values in the equations and solving for B^ and B^, 
B, = l-il, 
fl, = l-98. 
Therefore if the curve 

s-I-4l8in5 + l-98 8in2^ '. (1) 

be plotted, it will be found to pass through the two given points 
P, and P,. 






Fig. 187. Sine Cubvb AiuuaTED to pa^s throcqh two givbm 

POINTS, P„ Pf 

The component curveB s= 1*41 sin 6 and s = 198 sin 26 are shown 
in Fig. 187 by thin lines. The sum of the ordinates of these curves 
gives the thick curve represented by equation (1), 

156. Values trf'the coefllolenti Bj, B, B, may b« found 

■o that the curve 

Ba:BiBln0j + B,ria20 + B,ilti39+ + B.iUin0 

will paw through n given points between and tr, there being 
one point and one pi^t only corresponding to each value of 0. 

Suppose n is equal to 7, for instance. Then the introduction of the 
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coordinates of each point succeeavely in the above equation will give 
seven simultaneouB equations, and from these equations the seven 
unknown coefficients 

BuB, A 

may be fonnd. 

It will now be understood, that the number of terms in a series, is 
equal to the number of points the curve represented by the series, 
passes through ; and that the coefficients are found from a set of 
simultaneous equations equal in number to the number of given points. 




rig. 188. Arbitbary Cdbvb trbouob blbvbn points. 

Consider the subject from another point of view. 

Let 0, Pi P|i, ir, Fig. 188, be any given curve, passing through 

the points and it, and suppose n points to be selected on the curve, 
the ordinates of which divide the distance between and tr into n + 1 
equal parts. Eleven points are shown in the figure. Then assuming 

the values of the coefficients Bi, B^ £„ to have been found, the 

curve plotted from the equation 

8 = 5,sin^+BjBin2e+ + 5„8innd 

will pass through the n selected points, or in other words, the graph 
of the equation coincides with the given curve at the n selected points. 
Between a pair of consecutive points however there may be a wide 
divergence between the graph of the series and the given curve, as for 
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instance between the points 7 and 8, where the given curve shoots out 
laterally, and the graph of the equation is indicated by a dotted line. 

A little reflection will make it clear however, that if the number 
of points, n, is indefinitely increased, the graph of the series, and the 
given curve, will coincide throughout their whole length. 

156. To find ttie value of the coefficients In the eerles 

B = ByWia0 + Bfain2$+ + B.ilniitf 

when n 1j Increaied Indefinitely. The consequence of increasing n 
indefinitely is, that the trigonometrical seriee contains an indefinitely 
great number of terms, and there is an indefinitely great number of 
equations in the simultaneous set from which the coefficients have to 
be found. 

The analytical difficulties of solving such a set of equations were 
overcome by Fourier and a full explanation of his analysis and the 
application to Heat problems, is given in his femous work Tkdorie de la 
Ghaieur, Paris 1S22, a translation of which has been made by Freeman 
and published by the Pitt Press, Cambridge, in 1878. A very clear 
exposition of the method of solution is given in Fourier's Series and 
SjAericai Harmonics*, by W. E. Byerly. 

It is sufficient for our purpose to state the solution. If Bm be any 
one of the n coefficients, its value is calculated fix)m 



B^-lj'm 



sin m0 . d$, 



where /(0) is written for the general value of the ordinates hitherto 
represented by «,, «,, etc. 

Every one of the indefinitely great number of coefficients in the 
series may be calculated from this expression by giving m in succession 

the values 1 , 2, 3 n, and performing the operation indicated by the 

integral in each case. 

A geometrical illustration may be given of this. Suppose the value 
of B, is to be found for the series which represents the curve OPx, 
Fig. 189. The expression for Sj is 



B,= 
Plot the curve OQtt fi»m 



x^aia20. 

Then taking a sufficiently large number of divisions between and ir, 
' pDblished b; Ginn and Oompany, Booton, 1S98. 
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multiply together corresponding ordinstes of the two curves, (be careful 
of the signs), and plot the product. Thus 

a6 X ( - oc) = - od. 

is the value of the co- 
efficient Bt. That is, the value of B, is given by twice the mean 
ordinate of the shaded area. This may be positive or negative according 
as the shaded area to the right of the vertical axis is greater or less 
than the shaded area to the left of the axis. 



Tig. 189. Geombtrical Method of oohputino the true value of B^. 

In some cases the expression for B„ can be integrated directly, but 
in most cases concerned with engineering subjects the curves are of 
arbitrary form and some method founded on the geometrical method 
just indicated in principle must be used. 

In many cases of interest to engineers the successive terms of the 
series diminish rapidly, so that it is only necessary to retain the first 
few terms. 

For instance, suppose that in a particular case the terms of the 
series 

a = B, Bintf + B,8in25+B,8in3^+ + S„8inn^ 

conveige so rapidly that the first three tenna represent the given curve 
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with sufficient exactcesa. Then, brieSy summanBing the preceding 
articles, there are two ways of finding the coefficients Bi, B^ and £,. 

One way ia to select three points on the curve, and form three 
simultaneous equations with their coordinates in the way already 
illustrated in Art. 154, and solve for Bi, Bt uid B,. 

A second way is to calculate the values by the general method, 
assuming an indefinitely large number of points od the curve. 

The*values of the coefficient obtaioed by the first method will not 
quite agree with the values obtained by the second method. 

Thus, in particular, B^ would have one value if three points were 
taken on the curve, another value if four points were taken, another 
if five points were taken, the value gradually approaching a limit as 
the number of points ia indefinitely increased. If the series converges 
rapidly, .B, found bom a finite number of points on a given curve will 
not differ greatly from ita limiting value found by the general method. 

167. Otwine Mries. The preceding articles apply mutatis mu- 
tandis to the cosine series, 

c = .4, + il,co3^ + il,cos2^ + +jl„co8nd. 

As indicated by the constant term, the series holds for a zero value 
of 6. The symbol c ia used to represent the ordinates of the curve, 
and ita general value may be written /(d). 

If A„ be any one of the indefinitely great number of coefficients 



coa mS . d9. 



A, = ^j'f($)d0. 

The geometrical illustration already given in Fig. 189 applies equally 
to a cosine series, providing of course the cosiue of the multiple uigle 
m0 is plotted instead of the sine, to find the corresponding value 
of ^„. 

The integral for A^ merely represents the mean ordinate of the 
curve c=f{0) between the limits and tt. 

1S8. Sine and coilne Mrtea. From the preceding articles it 
would appear that it is a matter of indifference whether a sine or a 
cosine series be chosen to represent a given curve. So long as d is 
restricted to values between and ir, this inference is correct. But 
it ceases to be correct if the value of 6 is taken through it, to valuea 
between ir and 2ir, as the curves in Fig. 190 show. In the case of the 
sine series, a pair of ordinates corresponding to values of the angle 6 
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and 2ir— are equal in value but opposite in sign, consequently the 
carve if continued through ir to 27r is symmetrical about the point ir. 

In the case of the cosine series, a pair of ordinates corresponding 
to values of the angle and 2-ir — are equal in value and the same in 
sign, consequently the curve, if continued through ir to 2w, is symmetrical 
about a horizontal axis through ir. 




Pig. IBO. Propehtibs op 



COSINE SERIES. 



The two cases are illustrated in Fig. 190, where the curve ORtr, if 
represented by the series 

8 = £,sin(3 + S,sin2^+ +5„8in?i^, 

becomes the thick curve for values between ir and 27r; and if re- 
presented by 

c^At + AiCO8 + A,Qoa20 + +A„coBn$ 

becomes the dotted curve between ir and 2ir. 

Suppose that the two series represent different curves between 
and IT as shown in Fig. 191, where the dotted curve is 
s = Biain0 + +Bn^an$, 



lyGoogle 



x] Trigonometric representation of Valve Curves 337 



c^ Ao + AiCosd-v A,i 



Add the ordinates, obtaining thereby the thick curve, whoae 
ordi nates are 

ic, = a, + Ci. a:, = «, + c, etc. 
The resulting curve is quite arbitrary in form and is represented by 
the series 

x=A, + A,coa0 + AiCoB26+ +^„cos7itf 

+ Bi ain ^ + Sg sin 2^ + + B„ sin n0. 

The series on the right is known as Fourier's Seriea 

1S9. AnalyiU of a curve, given on a base 2v long. Into two 
component curvei, one capable of repreientatlon by a line 
eerleittae other by a coiine eerlei. Letx,, Fig. 191, be the ordinate 





t 
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Fig. 101. FaOPBRTIES OP SINK AND COBINB 8BBIES. 
D. T. 23 
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corresponding to 0, and x, the ordinate corresponding to 2w — ft Then, 
9| and c, heing the ordinates of the component sine and cosine curves, 

lCi = Si + Cl, 
X, = St + Ct. 

But in the sine series, for the angles and 27r — ft Sj — — 8>, and for the 
cosine series, ci = (V. 

Hence ic, = S| + c,, 

Add icj + Xt=2ci. 

Subtract x,—Xt= 2s,. 

Thus by alternately adding and subtracting pairs of ordinates of 
any given curve corresponding to angles and 2v — ft the corresponding 
ordinates of the cosine series and the sine series are respectively found. 

160. Adjustment of the e^reMlons tbr the ooeffldenta to 
the limit! and 2w. Consider the given curve shown by the 
thick line PQR, Fig. 192. Suppose the second coefficient of the sine 
series is to be found. Plot the sin 20 curve, shown dotted in the 
figure. Multiply together corresponding ordinates of the two curves, 
obtaining the resultant curve 

« =/(^) sin 2ft 
the area of which is shown cross-hatched. 

Then the area of the strip A$ wide, .corresponding to the angle ft is 

a^ = (s, + c)8in2(3Aft 
The area of the strip Ad wide corresponding to the angle (2ir - 0) is 

a^-( -s, + C) (- sin 2fl) Aft 
Therefore the sum of the areas of the two strips is 
2s, sin 26 Ad. 
And the whole shaded area between and 2Tr, multiplied by - is the 

value of the coefficient Bj. That is, the value of £; is given by twice 
the mean ordinate of the shaded area. 
Symbolically 

-8, = - I fi0)aa20d0, 

If J 

and generally B„= - j f{0)Bmm$d0, 

For the second coefficient of the cosine series, 

(«, + C) cos 2d . Ad + ( - s, + c,) cos 2fl . Ad - 2c, cos 25 . Ad, 
represents the sum of the areas of two stripe, corresponding to anglee 
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6 and 2ir — 8, at a. curve obtained by multiplying ordinates of the given 
curve by correspondiag ordinates of the C08 28 curve. 

O P 



27r 

Fig. 193. Qeomvtbical ubthod of cohputino the true value of B, 

WUKBB THE BASE IS 2n- LONO. 

The whole area of the resultant curve multiplied by - is the value 
of the coefficient A^. That is. A, is equal to twice the mean ordinate 
of the shaded area. In general therefore 

A^=- l*'f{0)cQ8m8de, 

IT J 

and also ^=^[*7(^)d5. 

The obvious advantage of these forms is, that a given curve need 
not be analysed into its component sine-series and cosine-series curves 
in order to find the coefficients. 

Instruments called "Harmonic Analysere" have been devised for 

22—2 
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measuring the values of the coefficients directly trom a given curve. 
In the Harmonic Analyser invented by Prof. Henrici*, a tracing point is 
guided along the given curve, but it records twice the mean ordinate of 
the shaded area. Or put in another way, the readings give twice the metu) 
ordinate of the unplotted curve /(tf) sin m8 by tracing the curve x =f{8). 

A change in the mechanism of the instrument must be made for 
each change in m, and it is constructed so that the first twelve 
coefficients of the infinite series representing any arbitrary sine curve 
may be found, six of the coefficients belonging to the sine series and six 
to the cosine seriesj*. 

There are also simplified methods of finding the coefficients from 
a selected number of points, the simplification arising &om the division 
of the distance Q to ir into equal parts. For an account of a recent 
method of this kind depending upon the division of the distance 
to 2n- into 4n equal parts, see a paper by Dr S. P. Thompson in the 
Proceedings of the Physical Society of London, April 1905, entitled, 
"Note on a Rapid Approximate Method of Harmonic Analysis," and 
also Articles in the Electrician, Feb. 6, 1905. 

These finite-number-of-point methods only give values of the 
coefficients which approximate to their limiting value. 

161. Oeometrical method of computing the limiting valoei 

of the coefficients B| B., A, A„, when the curre to be 

repreeented by the eeilee li given. The multiplication of coire- 
sponding ordinates of the given curve and the sine m0 or cosine m$ 
curve which must be combined with it in order to obtain a curve whose 
area is proportional to the mth coefficient may be avoided by using a 
method suggested by the late Prof. CliffordJ and applied by Prof. Perry. 

Suppose the sheet of paper on which the given curve 1, 2, 3... 12 is 
drawn. Fig. 193, to be wrapped round a cylinder whose circumference is 

equal to the length of the base 2w of the curve, so that the 

oi^inates through the points and 2w coincide along the line ab of the 
cylinder. 

Consider a small area x xgi. When the sheet is wrapped on the 
cylinder this area, as will be seen from the plan of the cylinder, appears 
in an inclined position. The area of the projection of this area on the 
vertical plane is 

X xjk = xxgi.siTi0 = a: sin 8£i0. 

• " On ft new Harmonic Analy»er," Philiuophical Magaam, Jnly IBM. 

-I- The inBtrameiit is made bj Coradi of Ziirich and one fonn of it U conrtraoted m> 
that the vftluei of five pairs of ooefficiesta ma; be read after once tracing tbe given carve. 

X Proeeedingi of the London MaUiaaatical Societ]/, Vol. v. pp. II to 14. See also an 
article by Prof. Pert? in the EUctrieian, 28 Jnne 1896. 
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Thus the whole projected area 1, 2, 3 12 (suitably interpreted with 

regard to the vertical scale), divided by the distauce in Fig. 193 repre- 
senting IT, ia the value of the firat coefficient B,. 

Due regard must be given to the signs of the loops in the projected 
area. Starting from 0, consider the elevation of the projected curve, 

Fig. 194, to be traced out in the direction 0, I, 2 12, and place 

arrow-heads to indicate this as shown. A loop of the projected area is 
to be considered positive when the arrow-heads on its boundary point 
round in the clockwise direction, and negative when they point roond 
in the counter-clockwise direction. Thus in the figure, the area of the 
loop bounded by the curve passing through the points 0, 1, 2, 3, 4, 8, 9, 
10, 11, 12, is positive, and the area of the small loop, bounded by the 
curve 5, 6, 7, is negative. 

If the area is measured with a planimeter, it is only necessary 
to run the tracing point round the boundary of the projected curve in 

the direction 0, 1, 2 , the reading giving finally the algebraic sum 

of all the loops. 

To find the second coefficient, suppose the given curve to be wrapped 
twice round a cylinder whose circumference is half the length of the 
base of the given curve. Or what is more convenient in practice, 
suppose the drawing of the curve stretched to double its length and 
wrapped twice round the same cylinder used for the determination of Bj. 

In general, to find B^, suppose the drawing stretched to m times 
its length and wrapped round the same cylinder used for finding Bj. 
The projected curve will wind round the cylinder m times, forming 
numerous loops. But the area proportional to Bm is always given 
by guiding the tracing point of a planimeter round the boundary of the 

curve in the direction 0, 1, 2 The- value of B„ is the area 

measured in this way, suitably interpreted with regard to the vertical 
scale, divided by m times the length representing ir on Fig. 193. 

To find the coefficients of the cosine series, the ordinates through 
and 2ir of the given curve must coincide along the line ef. Fig. 195, 
when the drawing is wrapped round the cylinder, otherwise the process 
is carried out in precisely the same way. 

Fig. 195 shows the curve projected in order to find the second 
coefficient. At, in the cosine series. 

The first term of the cosine series. At, is simply the mean ordinate 
of the given curve. 

162. Formulae for calculating the approximate valnea of 
the coeffioienta up to third multiple angle*. For the special 
purpose of analysing a valve displacement curve of the kind belonging 
* I mh indebted to Dt Silvanua P. Thompson for the fonnQlae of this article. 
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to gears which give a continuous motion to the valve, it is more than 
sufficiently accurate to divide the distance from to 27r into six equal 
parts and then to find the series (which will consist of a constant term 
and six other terms) whose graph will pass through the six points where 
the ordinates corrcsponding to 60, 120, 180, 240, 300, and 360 degrees 
respectively cut the actual displacement curve of the valve. 

The series is .x = Aa + A,cob0 + AtCoB26 + A,coaSd 
+ B,Bia0 + Bt sin i0 + B,mn SS. 
The way to obtain these formulae is to form the series of simultaneous 
equations corresponding to the number of points, and then solve them, 
and this can be done without difficulty. Since, however, the ordinates 
are spaced 60 degrees apart, they all of them miss the sin 36 component. 
To include this, therefore, draw an ordinate at 90 degrees and call 
its value a^. The way to calculate the coefficients is aa follows. 

Write down the values of the ordinates in the following schedule 
and take their respective sums and differences as indicated : — 
«i <r, a;, 

Xt Xt X, 

*, z, «, Sums of ordinates. 

di dt dt Differences of ordinates. 

Then ilo = (2, + 2, + s,)H-6 

^. = (di-d»-2d,)^6 
.4, = (22,-«,-^,)-6 
J, = (d,-d,-d,)-^6 
B, = (d, + rf0-3464 
S, = («,-^)^ 3-464 
B^ = {A, + B,-A,-x^). 

163. Example* of the representation of valve displacement 
curve* by a leriei, neglecting all termi after the third multiple 
angle. 

Example 1. Apply the method of the previous article to find the 
series representing the displacement curve, marked w = 4J", of the 
Stephenson Link Motion, Fig. 86, Divide the vertical distance JTinto 
six equal parts. Measure the ordinates corresponding to the angles 60, 
120, 180, 240, 300, and 360 degrees and arrange them in the schedule 
form given in the previous article. Thus : — 

ic, = -l-98 a;. = -0-99 <r,= 103 
«:,= 1-80 «.= 0-80 a;^ = -I-03. 
The sums are ^i = - 018 ^, = - 019 ^, = 0. 

The differences are d, - - 3-78 d» = - 1-79 t^ = 206. 
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Therefore A^= -0-37-e-6 =-00617 

il, = {- Z-1% + 1-79 - 4-12) -^ 6 = - 1018 
^=1 018 + 019] -T- 6 = 0-0617 

^,= 1 3■78-l■79-2■06}■^ 6 = -0-0117 
B, = l-3-78-l-79] -^3-464 =-1-607 
B, = ( - 018 + 019] -r 3-464 = 0-00289. 
The ordinate o^ correspoDding to 90 degrees measures — 1*74 inches. 
Therefore B, = ( - 00617 - 1-607 - 0-0617 4 1-74) = 001. 

The displacement, x, is therefore 
x = - 00617 -1-O18co8e + 0-0617 cos 2^-00117 cos 3^ 

- 1 -607 sin ^ + 0-0289 sin 2^ + 0-01 ain Z0. 
When 9 = 0, this reduces to 

a:, = -10297. 
When 9= 180, it reduces to 

ah» = + 1-0297. 
This confirms the accuracy of the work, since the axis TT was placed so 
that the displacements should be the same at these two points. 

Kxample 3. The displacement curve, marked u = 4^", of the 
Allan Straight Link Motion, Fig. 110. 

It makes the calculations slightly easier regarding signs, if the 
measurements are taken from a hue parallel to the axis TT, but moved 
to the left, a distance a, so that all the ordinates to the curve are to the 
right of the axis, and therefore are all of positive sign. The distance a 
is then to be subtracted from the constant term in the series in order 
to obtain the constant term with reference to the axis TT. The 
coefBcients are not affected by the position of the axis. 

The measurements of six equidistant ordinates, to the curve u = 4^", 
Fig. 110, corresponding to angles 60, 120, 180, 240, 300, and 360, taken 
from a line parallel to TT, but displaced 2^" to the left of it, are 
a,-0-55 a^=l-76 aj,.3-77 
ir. = 4-25 <c.-3-04 <c,= l-23. 
The sums are 2, = 480 2, = 4-80 £» = 5-00. 

The diflferences are d, = -3-70 d, = -l-28 d.= 2-54. 
Applying the formulae of the previous article, 
A^= 2-4333 
.4, = -1-25 
A^= 0-0666 
j1, = -0-02 
B,= - 1-437 
£,= 0. 
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The ordinate x^, corresponding to 90 degrees, tneasuree 0'94. Hence 
B, = -001. 
Subtracting 25 from A,, to change the axis to TT, 

A, with regard to the axis TT" 2-4333 -25 = - 0-0667. 
Hence the diaplacement, tx, is given by 

ar - - 00667 - 1-25 cos 5 + 0-0666 cos 2^ - 0-02 cos 3^ 
-1-437 sin 5 -0-01 sin 35. 

Example 3. The displacement curve corresponding to the simple 
valve gear in combination with a rocking shaft, shown by full lines 
in Fig. 52, ia 

IT = - 0-024 - 0-955 COB 5 + 00283 cos 20 + 0-02 coa 3^ 
- 1075 sin tf + 0101 sin 2$ - 0037 sin 30. 
These expressions may be used to find the velocity and the acceleration 
of the valve with great accuracy. Thus, the general expression for 
the displacement is 

x = At + AiCoa0 + Atix&20 + +A„coan0 

+ Bian0 + Bt6ia20 + +£„siunl9. 

Differentiating with regard to the time and writing -s- = *> = ^^^ 
assumed constant angular velocity of the crank shafb, 

w = T7 = (»(— j4|8in^— 2j4,Bin25+ + jiAn^n0 

+ S,co8 5 + 2B,cos25+ +nBnCO6n0). 

Differentiating again to find the acceleration, 
~ = t^(—AtCos$-4,AiCO820+ +n*A„coan$ 

- 5, sin fl - 4B, sin 26 + +w»5„sinnd). 

Applying these expressions to the displacement curve in Example 1 
of the present article, 

V- b) (1-018 sin - 0-123 sin 2d + 0-035 sin 3d 

- 1-607 COB tf + 058 coa 2d + 03 coa 3d), 
and the acceleration is 

a - <»»(H)18 cos d - 0-247 cos 2d + 0-106 cos 3^ 

+ 1-607 ain - 0115 sin 2d - 0-09 sin 3d> 

164. Fonnulae for calcalaUni: the approximate valaes of 
the coefflclenti up to the second multiple angle. Example!. 
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Eqalvalent eccentric. To obtain formulae for the coeflSciecte, let 
Xi, X3, x„ Xt be the ordinates corresponding respectively to angles of 90, 
180, 270, and 360 degrees. Introduce these coordinates successively in 
the equations 

a! = .4o + A,co3 5+4,cos2fi + jB,8ind + B,sin2tf (1), 

thus forming four simultaneous equations from which the values of the 
several coefficients may be found. Since these ordinates are spaced 
90 degrees apart, they all miss cutting the sin 29 component curve. To 
include this therefore take an ordinate at 45 degrees and call it x„. 

No difficulty will be found in solving these equations, and verifying 
the following expression. Write down the ordinates in the following 
schedule and take their respective sums and differences as indicated. 



<i Zt Sums of ordinates. 

(2, dt Differences of ordinates. 

Then A^ = <y, + «,) -s- 4 

A, = («, - e,) -i- 4 

B, = d, ~ 2 

5, _ _ ^, _ (^, + B,) 0-707 + ««. 

■sample. Apply these expressions to find the values of the 
coefficients in the case of the displacement curve, marked u = 4^", of 
the Allan Link Motion, Fig. 1 10, which has already been analysed in 
Example 2 of the previous article up to the third multiple angle. 

The values of the ordinates, measured from a base 2'5" from TT, 
Fig. HO, are 

34= 0-94 a!, = 3-77 

x,= 3-79 :c.= l-23 

z,= 4-73 i, = 500 

d, = -2-85 (£,=.2-54. 

Then A,= 2-4325 

A,^- 1-27 
A^= 00675 
B, = - 1-425 
B, = 01 625. 

Subtracting 2*6 frx>m A^, to change the axis to TT, 

A^ with regard to the axis TT- 2-4325 - 2-6 = - 0-675. 



lyGoogle 



x] Trigonometric repreaeiUation of Valve Curves 347 

Heace 

X 0-0675- 1-27 coafl + 006V6coa2e- 1-426 sin 5 

+ 0-1625 8in 25 (2). 

When 5 = this reduces to a: = -l'27, 

and when 5— 180 it reduces to a; = + l'27. 

It will be noticed that the constant term A^'w equal and opposite in 
value to the coefficient of cos 16. This is only the case when the valve 
is set so that the displacements at the dead points are equal and 
opposite. In the family of displacement curves belonging to a reversing 
motion there is only one curve to which this condition strictly applies. 

The axis from which valve displacements are measured in the case 
of the curve just analysed does not coincide with the centre of oscilla- 
tion of the curve, or in fiict with the centre of oscillation of any one 
of the &mily to which the curve belongs. It is drawn to bisect the 
horizontal distance between the points on the mid-gear displacement 
curve corresponding to the dead points. If the equation of the curve 
had been referred to an axis passing through its centre of oscillation, 
that is, an axis bisecting the horizontal distance between two points 
marking the ends of the maximum positive and maximum negative 
ordinate respectively, there would have been a slight di£ference in the 
value of the constant term A^. In the consideration of the displacement 
curves of a link motion, it is more convenient to refer them all to one 
axis than to refer each to one axis through the centre of oscillation, 
since each curve has a different centre of oscillation. 

This displacement curve has now been analysed in three ways. In 
the first way two terras only of the series were obtained and the 
coefficients corresponding to them were calculated &om the dimensions 
of the gear. In the remaining two cases the actual displacement curve 
has been analysed, and four and six terms have been respectively 

TABLE 14. 
Allan Qear-Comtants for full forward displacement curve. 





At 


^1 


■i. 


■*. 


Bi 


B, 


s. 


Art. 104, page 203 
Art. 163, page 346 
Art. 164, page 347 


-00667 
-0«675 


-1-26 
-1-25 
-1-27 


-ooeee 

+ 00675 


-002 


1-42 
-1-437 
- 1-425 



+ 0-1625 


-0-01 
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retained, and in addition there has been a constant term. It is 
instructive to compare the several values of the coefficients, bearing in 
mind the substance of Article 161. 

The series (2) written in its general form, namely, 

a; = ~A,-AiGO80+A,cm20~Br^e + B^aui2e (1), 

may be reduced to a form which is useful for certain purposes. 

Thus, grouping the $ terms together, and the 20 terms together, and 
multiplying and dividing the terms by the square root of the sum of 
the squares of their coefficients, and doing the same with the 20 terms, 
the series may be written 

x=>'-A, + p,co6(e + -ir,) + p^coB(20-^t) (2), 

where p, = Vjl,»+B,', 



= V27+ 



B,\ 

■B. 

-A,' 

a; 




Tig. 196. 



Equivalent Eccentbio which includes the Second Haeuomic. 

This shows that the displacement, x, its the vector sum of —4,, 
together with the projections of the equivalent eccentric pi whose 
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angular advance is ^, and of the equivalent eccentric p^ whose angular 
lag is ^,, the latter eccentric revolving twice as fast as the crank. 

Let OK, Fig. 196, represent the crank at the degree dead point. 
Then Oa is the position of the first equivalent eccentric, and adding the 
second to the end of this, ah is the corresponding position of the second 
equivalent eccentric. Adding now he, to represent the constant term 
— A„, the vector Oc represents the single equivalent eccentric, whose 
projection Od is the valve displacement, x, at the dead point. 

When the crank has turned through the angle 0, Fig. 197. the line Oa 
has turned with it through the same angle, but the line ab has turned 
through twice the angle 9 Irom its initial position. The vector be 
remains unchanged in direction, so that the line Oc Is now the single 
equivalent eccentric whose projection Od is the valve displacement corre- 
sponding to the crank angle B. Thus the single equivalent eccentric is 
changing continuously both in magnitude and angular advance. 

166. Modification of the Renleanx valve diagram to find 
the diiplacement, x, for a given value of the crank angle 9, 
when the displacement ii given by 

x = -A«-ft«ln(e + 8j) -ft 110(2^-8^ (1). 

Mr J. Harrison has modified the Beuleaux diagram, described in 
Article 53, so that the valve displacement may be found approxinmtely, 
directly the crank angle is given, when the displacement curve has the 
above equation, providing that the radius of the secondary equivalent 
eccentric p^ is smalt compared with p,. The displacement is measured 
from the central position of the valve, and in these circumstances the 
constant A„ assumes the approximate value 

p,8in(2S, + S,), 
as will appear presently. 

Mr Harrison's construction is as follows. 

With centre C, Fig. 198, and radius p, describe a circle, and let AA^ 
be the line of stroke, CA corresponding with the zero position of the 
crank. Set out the angle ACD below GA and equal to Si; the angle 
A,CO equal to Si + S,; and make CO equal to 2p,. Draw OP at the 
given crank angle with CA. Drop a perpendicular from i* on to DD,. 
Then the length of this perpendicular, namely PM, is very nearly the 
displacement, x, of the valve, corresponding with the given angle 0. 

For, denoting the small angle CPO by y3, 

PM- CP sin MCP = p, sin (5, + (9 - 0), 
and expanding the expression, 

PJf = /h sin (S, + 5) COB /3- ft cos {5, + tf) sin ;3 (2). 
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Now in the triangle COP 

CO sin CPO 
CP" sin COP' 

p, 8in(S, + S,-P) 
BO that p,8mff=2ptain{Si + Bi-0). Substituting this expression for 
piBm0 in (2), and writing unity for cos/9, since /9 is small, 

Pif - />, sin (5 + S,) - 2p, ain {S, + 8, - 5) cos (S, + 5). 
Splitting the product of the sine and cosine into the sum of two sines, 

PJf - ft sin (f + S,) - /), (sin 2S, + «0 - p,8in (5, ~ 2(9), 
or -Pjlf = ;3,siD(2«. + S0-ft8in(^ + 8,)-/j,Bin(20-S,) (3). 




Tig. 198. Harrison's HoniPicATiOK op the Bbolbaoz oiaorah to 

IHCLODE THK SECOND HaRUONIC. 

Comparing this expression with equation (1) at the beginning of the 
article, it is apparent that -PM is equal to the displacement x, 
provided that the constant 

jl, = -jO,8in(2S, + S,). 

Referring to Fig. 198 again, it will he seen that the constant At is 
equal to half the perpendicular distance from to DD, : and since 7)7>, 
is a diameter, the maximum displacements are equal and opposite, that 
is to say, the perpendicular PM measures the displacement, x, from the 
central position of the valve. 

The displacements at the dead points are unequal, hence the valve 
must have unequal laps to obtain equal leads. If the constant J« 
is zero, the line DD, must be replaced by a parallel line bisecting CO. 



lyGoogle 



x] Trigonometric rq^regmtation of Valve Curves 351 

This would be the case for diagrauie giving in a similar way the velocity 
and acceleration of the valve. 

The displacement of the piston from its central position may also 
be obtained from a diagram constructed according to the above rule, 
suitable modifications being made in the values pi, />,, $,, and ^. 
Thus, referring to Article 162, it will be seen that the displacement of 
the piston from its central position is given very nearly by 



X^Bcose 



-§-2« + g. 



[ 


\p 






*" ■ c 


? 



Fig. 199. DiAORAu FOB Piston Dispiaobhbkt to include 
THB Second Haruonic. 

Changing the cosines to sines, and writing n for the ratio -n, 

X = iisin(5-90°)-^sin(20 + 90')+ ^. 

Comparing this with equation (1) of this article, it will be seen that 

R 

^= *;,■ 

S. = -90°. 
The diagram thuu takes the form shown in Fig. 199, where OA ^ R, 
AGD is the angle £, set out above CA because S, is negative*. 

I Ertginetriag, Nov. 23, 1889, by 
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The line CO makes with Cj4,^an angle S, + S, = - 180 degrees ; and 
CO is made equal to ^ . 

The crank is now supposed to revolve about the point and to vary 
continuously in length, so that when it stands at the angle with OA, 
PM, the perpendicular from P to DD, is the displacement. 

The point may be found at once by the geometrical method 
already used, namely, with a radius equal to the length of the connect- 
ing rod draw the arc, shown dotted, through the points D and D,, 
cutting the line of stroke in, the point 0. The distance GO is equal to 

5- , as will he seen from Fig. 68, supposing 5 to be 90 degrees. 




Fig. 200. Harrison's combination of thb Rbulkaos modified diaobah 

WITH THB PISTOK DIAORAH TO FORM A VALVE DIACSRAH IN WHICH THE SECOND 
HARMONICS FROM BOTH THE PISTON AND THB VALVE OEAR ARE INOLODED. 

If the two diagrams, namely Fig. 198, and Fig. 199, be superposed 
so that the point in each coincides, and the horizontal line AA^ in the 
one is parallel to the horizontal line AA^ia the other, a valve diagram 
is obtained from which the simultaneous values of the valve and piston 
displacements may be obtained. This combination of the two diagrams 
is shown in Fig, 200, where also the steam lap line 8^ corresponding 
to the instroke cycle is added. 
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Summarising the two preceding niiea for drawing the diagrams, the 
following is the rule for the combined diagram : — 

With centre Gi and radius R draw a circle to represent the 
crank circle. Draw AC,Ai, the line of stroke. Make C,0 equal 

to -5—5, Set out the angle AOCt equal to 8, + ?,, making 00, 

equal to 2p,. With centre (7, and radius pi draw the valve circle, 

and draw the diameter DC^Di, making a negative angle ^ with 

C,A. 

The crank is now supposed to revolve about the point 0, and if is the 

angle it makes with the line of stroke, PM is the valve displacement 

corresponding to the piston displacement QM,. 

The piston displacement may be projected upwards, as shown, on to 
the line AtAj, the point B marking the centre of the stroke. 

The line 8Si is drawn parallel to DDi at a distance there&om equal 
to the steam tap for the instroke. 

The point of cut off, T, is thus at once obtained from the diagram. By 
adding lines parallel to DD^ corresponding with the steam lap for the 
outstroke cycle, and the two exhaust laps, all the events of the stroke 
can be found from the diagram. 

Mr Harrison points out that this diagram indicates the conditions in 
which a 20 term in the valve curve tends to correct the irregularities of 
steam distribution due to the finite length of the connecting rod. Thus, 
from the diagram it will be apparent that, if the piston and valve circles 
were coincident, the distribution would be symmetrical in the two 
cycles, with equal laps. The conditions that the two circles may be 
coincident are 

and ^ = ^. 

Or again 

(S, + 8,)= ±180 degrees 

and o. = ?^ . 
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MEAStTEEMENT OF THE ANGULAR ADVANCE. 

Assuming the engine to be provided with a flywheel or cruik 
disc, tamed on the rim, the following method may be used to find 
the angular advance with great accuracy. 

Using a trammel of the kind illustrated in Fig. 10, and in the way 
explained in Art. 19, page 18, mark the dead points of the valve's 
motion on the valve spindle, whilst the engine is being barred round. 
Fix these points by small centre dots and bisect the distance 
between them, placing a centre dot in the mid-position. Then, holding 
the trammel against the spindle whilst the engine is being barred 
round, stop the barring when the trammel point drops into the middle 
of the three centre dobs. The engine now stands in the position where 
the valve is exactly in the middle of its travel. Using a trammel of the 
kind shown at DC, Fig. 37, page 55, mark the rim of the wheel (not the 
fiice as indicated in Fig. 37) and put in a centre dot. Call this dot V. 

Assuming the crank web to be accurately machined, bar the engine 
round again until the crank stands vertical, the vertical position being 
determined by a spirit level square held against the web. Mark 
the rim of the wheel with the trammel and put in a centre dot. Call 
this P. Then, assuming an infinitely long eccentric rod, the angle 
corresponding to the arc VP is the angle between the crank and the 
eccentric radius, since the eccentric radius and the crank radius were 
in their respective vertical positions when they passed the trammel 
point, which may be imagined always held against the wheel rim as an 
index. To find the angle corresponding to the arc PV, measure the 
circumference of the wheel by means of a thin steel tape, and then 
! the length of the arc PV. Then 

2iTy.PV 



circumference 
gives the circular measure of the angle, and this can be converted into 
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degrees by the multiplier 67'296 or by tbe uae of a table given in most 
books of mathematical tables. The result should be corrected for the 
obliquity of the eccentric rod, and the method of doing this will be 
clearly seen from Fig. 201. 




Fig. 301. Mkasubehbmt or thb Ahqdlab Advahcb. 

The figure shows the position of the eccentric radius OS when 
the valve is in the middle of its travel, the eccentric rod SE being 
taken very short in order to exaggerate the error. Let V be the 
position of the centre dot made on the rim of the wheel, or crank disc, 
when the valve is at the centre of its travel. Let OK represent 
the crank. 

Then when the crank is tamed into the vertical position, that is 
to OKi, the crank shaft turns through the angle KOK, = 0, and the 
trammel point will then mark the point P on the rim of the wheel, so 
that the arc PV divided by the radius of the wheel, measures the angle 0. 
This angle is clearly less than the angular advance by the angle a. This 
latter angle may be calculated by means of equation (5), page 1 16, by 
inserting the proper ratio between the eccentric radius and the eccen- 
tric rod for n, and putting ^==0, obtaining thus the angle between the 
eccentric radius and the line of stroke when the valve is in its mid- 
pontioD. The angle a is found by subtracting 90° from this angle. 

23—2 
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If the engine is a vertical one the dot P is to be made when the 
crank webs are in the horizontal position. 

In an actual case the distance between the two dots P and V, 
measured by a steel tape laid flat on the rim of the wheel, is 82*25 
inches. The circumference of the wheel measured in the same way 
is 227*25 inches. Hence the angle ^ in degrees is given by 

82-25 X 6*282x57-296 ,„., . 
227^25 ^^ degrees. 

The ratio of the length of the eccentric rod to the eccentric radius is 30 
to 1. Hence from equation (5), page 116, 

cos 5 = 30 - V90i - - 0-0166. 
This is the cosine of an angle of 90 degrees 57 minutes, so that the 
magnitude of the angle a is 57 minutes. Call this 1 degree. Then the 
true angular advance is 131^ degrees. 

If the crank webs are not machined accurately the mark P may be 
put on the wheel rim when the piston is in the middle, of its stroke, the 
engine being set in this position in exactly the same way as that just 
explained for the valve. That is to say a trammel must he made 
and the dead points of the stroke marked off with it on the piston rod 
as the engine is barred round. The distance between these two points 
is to be bisected and the engine then barred round until the trammel 
point drops in the middle dot. The mark P on the wheel will in this 
case not correspond to either a vertical or horizontal position of the 
crank but to the crank position corresponding to the middle position of 
the piston. A correction must accordingly be made for the obliquity of 
the connecting rod. It can easily be: seen that if 8t is the angle which 
the eccentric sheave makes with the line of stroke when the valve is in 
its central position, calculated from equation (5), page 116, and 6e, the 
angle which the crank makes with the line of stroke when the piston is 
in its central position, also calculated from equation (5), page 116, then 
the true angular advance is 

ff, as before, representing an angle equal to the angle subtended by the 
arc PV. This latter method is the most accurate of the three methods 
given (namely one on page 55 and the two above) because the respec- 
tive trammels fix the central position of the piston and the valve when 
both have the maximum velocity ratio to the crank pin. 

In applying this method care must be taken that when the crank 
shaft is turned, the valve spindle and the piston move away from their 
mid-poeitions in the same direction, otherwise the angular advance will 
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be nearly 180 degreee wrong. Also the engine must always be turned 
in one direction, K in placing the trammel point, the mid-position is 
overehot, the engine must be barred the whole way round again in the 
same direction. If this point is not attended to the slackness in the 
joints of the gear introduces sensible error into the result. 

When the crank shaft canying the sheave, keyed in its proper place, 
is detached from the engine, the angular advance of the sheave may be 
measured in the way illustrated in Fig. 202. The crank shaft is to be 
supported in V blocks and the crank placed horizontally. A fine string, 
or better a piece of flat steel like the material used for steel tapes, is 
to be bung over the sheave with suitable weights attached to the free 
ends. A similar string or tape is to be placed over the crank shaft. 




Tig. 303. Thk Sbttikg or an Eccentric Sheave. 

A straight edge, or strip of wood or steel, is then held near the strings 
and the lines, coincident with the strings, through the points a, c, d, b, 
are to be marked on it. These marks record the horizontal distances 
between the strings. It will be seen at once that the point s, which 
bisects the distance ab, is vertically under the centre of the sheave r: 
and that the point k, which bisects the distance cd, is vertically under 
the centre of the shaft 0, Hence the distance sk is the horizontal 
projection of the eccentric radius, and if is the angular advance 

«i;=rcos0, 
fr^m which can be found when sk and the eccentric radius are 
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measured. If the eccentric radius is not otherwise known it may 
be found by slowly turning the crank shafb in the V's and measuring 
the maximum value of sk. 

When the angular advance is given the quantity gk can be 
calcuUted, and with the known diameter of the sheave and the cnmk 
shaft the four lines may be set out on a board or steel strip. This strip 
may be used for setting the eccentric sheave in the proper position on 
the shaft. For this purpose the strip is clamped in position so that the 
strings over the crank axle coincide with the lines c and d, and then, 
the crank being horizontal, the eccentric sheave is turned on the shaft 
until the strings banging from it are brought into coincidence with the 
lines at a and b. The keyway is then marked off on the shaft, to 
be subsequently cut and fitted with the key. 

There are other ways of measuring the angular advance, and 
other ways of setting the sheave at the proper angle with the crank, 
and a student will have no di£Bculty in devising ways for himself to 
meet any peculiarity of design. 
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90 and 180 degree 332 
Oompoand locomotive, Stattiog a 27S 

The development of, in England 278 
Compreesion 4, 17 
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ConneotiDg rod, bending n 



in, 310, 



Consteuts, A and B, in (be ezpressionB 
lot T»lve diepluiement 
AUad link motioa SOS 
Qoooh link motioD 190 
Haskwortb gears 244 
Jo; geu 261 
Simple eoceatric gear 119 
Stephenson link motion 1TB 
WblBchKTt gear 335, SBS 
Controlling meohuiiEiiu lot rererBiDg ge&ra 
Hand oontrol 

Lever and qaadrant 307 
Whoel and aorew 309 
Pova ocmtivl 

Brown's g«ar 317 

Holdmi'i combined hand and power 

gear 31S 
Steam rereraing gear, Ot«at Western 

Bailwa; 311 
The "aU roond" gear 318 
Corliss nlve gear 109 

Valves SS, 109 
Cosine series SSG 
GoBte and Maniqnet, MU. 304 
Conple and angnUr aooeleration S6, 396, 303 
Crtnk and connecting rod 37, 4S, 116 
CalonlAtion of oronk angles tor given 

piston podtiona 138 
Coloolation of piston position for given 

□rank angles 133 
Heasnrement of ratio between lengths 

of S3 
Ratio between lengths of 41 
Cut off 8, 17 
Plates 90, 131 

Valve, see Separate oat oS valve 
Cycle 

Instroke and Oatstroke, DeSnition of 6 
Of events in the steam distribntion I 
Speoifioation of a 6 

Dashpot 11, 18, 103 

Data required for the drawing of a valve 

diagram B3 
Dead point. Definition of 1 

Setting the piston on a 65 
Definition of " x " 363 

Of "u" 146 
Denny & Compasj, Messrs 380 
Design 

Of a valve gear, Statical and dToamical 
problems 379 

Of Steam ports 64 

Problems 78, 134 



Design of, Approiimate 
AUan link motion 306 
J07 gear SOS 

Stephenson link motion 183 
WalBchaert gear 989 
Displacement anrve 

Determination of, to pass throogh one 

given point 73 
Determination of, to pass thioagh two 

given points 70 
90 and 160 degree component of 223 
Piston 89, 43, 43 

Quantities which determine points on a 
73 
DisplaoemeDt curves 

Approximate, Link motion 169 
Approximate expressions tor Tslve, see 

under Expressions 
Valve, see under Valve diagrams 
Distribntion of Steam elFeoled b; Stephen- 
son link motion 146 
Donble acting engine 6 
Double beat valves, or eqnifibrinm valves 
Colmann IS 
ESsot of heat on 13 
Hornblower 9 
Salzer 10 

Fotir sealed 11 
Donble ported valve 31 
Dynamical principles 3S6 



Eccentricity, or eccentrio radius 46 
Eocentrio rod 46 

Inertia stresses in 330 
Eooentric sheave 45 

Imaginary S7. 137, 131 

The loose 134 
Eccentric strap 46 

Equilibrium valve, see Double beat valve 
Equivalent dynamical system of two par- 
ticles 397 
Equivalent eocentrio 170, 174, 346 

For Allan straight link motion 203, 205 

For the OoDch link motion 190 

For Hackworth gear 244 

For Joy gear 364 

For Stephenson link motion 181, 183 

For Walsehoert gear 336 
Examples distribaled through the book 
worked &om numerical data: 

AoceleraUon diagrams. Joy gear 391, SOI 

Admission and cut off equalised by a 
rocking lever 80 

AUan gear, caloulaUon of displaoement 
equation tor full forward gear, 303, 
344, 346 
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GiamplM etc. (font.) 

Alltm link moUoii. Calanlation of the 
proportioii between the anna o( the 
weigh-bar Bhatt 196 

Allan straight link motioD. Calcula- 
tion ot the conitant of the equiva- 
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Angular acceleration of the IIdIu of a 

J07 gear 396 
Bilgrun diagram (data, page SB) 69 
CompariBon of actual aod approximate 
dieplacement curves. Link motion 
171 
OompreuioDB equalized by the use of 

unequal eihaust laps 78 
Design of a Stepheoaon link motion 1S4 
Design problem, irorked analTticaU j 126 
Displaeement curve, urank and connect- 
ing rod SB 
Squation giving the approximats valve 
displacement of the Great Eoatem 
Bailiraj link motion adjusted for 
varioOB settings 179 
Equilibrium valve 11 
Fixing the axis of the weigb-bar shaft, 

8tephenson link motion 186 
Inertia foroe of a sUde valve 33 
Joj gear. Accelerating forces 299— S06 
Bending moment on a connecting 
rod 210 
J07 valve gear. Talve displacement 
cnrves 264 
Bennett's oonstruction applied to find 
a point in the line of action of 
the oooelerating force on a link of 
the gear 307 
The drawing of point paths 359 
Foroe acting at the connecting rod 
joint due to the valve resistance. 
A sUtic problem 381 
Foice acting at tbe connecting rod 
joint due to the aooeleratjon of the 
gear. A dynamical problem 308 
Link motion. Great Eastern fiailwa; 119 
Beeults in Table (7) 164 
Besolts plotted in Figs. (87), {8S) 166 
Link motion with crossed rods. Inside 

admission 161 
Mejer gear, worked ana1;ticall7 128 
Meyer valve gear (data, page 91) 91 
Oval valve diagram (data, page 56) 6S 
Badial acceleration of the links of n Joj 

ge*r293 
Badius of gyration of a link in a Jo; 

gear 299 
Beuleaui diagram (data, page 66) 68 



Examples eta. (eonf.) 

Simple eooeotric gear, worked analyti- 
cal!; 131 
Stress in eonaecting rod dne to inertia 

loading 31S 
Stress in coupling rod due to combined 

thrust and lateral loading 32S 
Stress in eccentric rod due to inertia 

loading 323 
Valve diagram, simple eooentric gear 67 
Velocity diagrams 

Crank and Connecting tod 366 

Four-bar chun 389 

Jo; gear 391 
Telocity of oat off, Meyer valve gear 91 
Telocity of the slide valve 69, 345 
Walschaert valve gear. Calcaiation of 
valve displacement 2S7 

Design of from given data 241 
Zeaner diagram (data, page 66) 66 
Exhaust ports. Design of 86 
Expansion valve, see under 8, Separate 

out off valve 
Expression for approximate displacement 

of the slide valve in terms of tbe 

crank angle 
Allan straight link motion. Eq. (1) 203, 

344, 346 
Goooh link motion. Eq. (1) 190 
Hackworth gear. Eq. (3) 344 
Joy gear. Bq. (8) 264 
Meyer gear, cut ofl valve. Bq. (0) 137 
Simple eccentric gear 48, 116, 345 
Stephensonlinkmotion. Eq. (4)176,344 
Walscbaert gear. Eq. (7) 234, Eq. (14) 

236 
Expressions for oonstants " A " and " B," 



Dae to inertia loading of a Joy gear 

299—308 
On a Joy gear SSI 
Fonrier'e series, see under T, Trigono- 
metrical series 
Friction of locomotive slide valves 34 

Gooob link motion 188 
Eqnivalent eccentric 190 
Initial geometrioal problem 169 
Theory 189 

Oozcnbach separate cat off valve 86 

Qrunger, Otto 349 



Hackworth Radial gears 243 
Approximate theory 244 
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Harmouia Analysis 340 

Harrison, Hr J. 349 

Henrioi, Prof. 0. MO 

Hiok, BargreaTss and Co., MeurH 3B 

Holdeu, Hr J. 139 

Holden'B power controlliDg gear 21S 

How«-S(epheoBoit reTeraiiig gear 137 

Humphry and Teanant, Hessre 36, 143 

Hunting gear S66, 371 



Imagiiiar; eooentrio Bbeave 

Gear with variable travel LSI 
Meyer gear 97, 137, 129, IBl 
Inclination of the centre line of the main 
gear with the centre line of the valve 
gear 88 
Inside steam admission 18, 47 
Inatroke Cyole, Definition of 6 

"Jeanie Deans" 136 
Johnson, Ur S. W. 80, 32 
Joy Valve Gear 260 

Aeeeleration diaeruue of 291, 801 
Approxtmate theory 269 
Bending moment in oonneoting rod dne 
to inertia loading of the valve gear 
and the rod itself 210 
Design 266 

Drawing tlie diaplacement anrvea 3S4 
Sappressiou of links. General Theory 
Theorem (1) 364 
Theorem (3) 267 
FomeA at jointa of the gear, for a given 
valve reaiataooe. SUtioal problem 2B1 
Forces dae to the inertia loading of 

the gear 299-SOB 
Lanoasliire and Toikshire Railway 361 
Marine type 853 
Valve displacement carves 2SS 
Velooity diagram of 301 
The constant "r" 2S3 
The drawing of the point pathe and the 
"snppresaion of the links" 269 

•'k," Definition of 354 

Lancashire and Toikshire Bailway, Bal- 
anced valve 24 

Eihaast 16 

Measnrement of 66 

Negative eihanst 17 

Negative, of ont off valve, Meyer gear 

96, 101 
Negative steam 17 



laip (cant.) 

Steam 16 

Variable, Meyer gear AG 

Variation of, Bider gear 103 

Uneqnal, on slide valve 77 
Lead 16 
Lift valves 8 
Link Motion 

Allan, see nnder A 

Bending moment on link 319 

General theory of the 179 

Ooocb, see nnder Q 

Inertia forces 319 

Parti; spriog supported 166 

StepbensoD, see nnder B 

The 188 

Velocity of valve in 306 
Looomotive running light IBl 
Loose ecoentrio sheave. The 138 
Lov presBOie valve for marine engine 28 

Macfarlane Grey's oonstmotion 170 

Malcolm, Mr B. 230 

Marking the valve spindle 18 

Marshall & Sons, separate ont off valve 104 

Marahatl's radial gear 246 

Matthew M array 7 

Maw, Mr W. H. 138 

Mclnlosh, Mr 141 

Measarement of data 68, Appendix. 

Mechanism 

Acceleration diagram, see nnder A 
Velocity diagram, see nnder V 

Meyer aeparate out off valve 92 

Meyer valve gear 
Example of 91 

Example worked analytiosll; 138 
Imaginary eooentric for the motion of 

the cnt off valve 97 
Laps required for different oat oSs, 

By calculation 129 
From Beatangolar diagram 66 
From Beoleani' diagram 101 
Minimum overlap of cnt oS blocks 96 
Beotaognlar valve diagram for 94 
Valve diagram for cat off valve alone 98 
Velocity of out off 181 
Mid-gear 148, 161, 164 
Mitro valve 8 
Moment of inertia of a link. Method of 

measuring 397 
Hnrdook 7 
Murdoch long D slide valve 19 
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Hett work doae during a oyole i 
Non-atuting onnk angles 

Sittgle ojlinder 373 

Two flinders, orankH tX right anglei STB 
Nonris revening gear 137 
Northern Bailwa; of Prance 26, 337 

OaUide steam admisBion 4d 
OnUtroke cyole, Dsflnition of G 
Oral vslve diagram 68 

Parr, Mr P. H. 937 

Pamuui aepaiale oat off tsItg 89 

Perrj, Prof. John 831 

Piston displacement cnrve 

On crank angle base 89 

On big end base 18 

Polar form 4S 
Piston position eorrespondiog to a given 
oraok angle 

Alternative eoostmetion 40 

Oouitraction for finding 88 

EipreaaiQn giring the 116 

Table giving the 13S, 138, 181 

Use of a template for finding the 40 
Piston valve 27 

Marine engine 38 

Paoking 39 

Vanolain 39 
Plumb bob. Use of to find the radios of 

gyration of a link 297 
Point paths 

Of ends and centre of the link of a 
link motion 168, 301 

Of joints in a 3o7 gear 360, 363 
Polar valve displaosmenl oni-vea 66 
Ports, Steam and Ezhanst 14 

Design of 84 
Positions of slide value at cnt oB, release. 
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Power revBising gears. See under C, 

Controlling gears 
Problems 

D*^ 78 

Given the crank angle at out oti, the 
lead, and the eocentiia radios; find 
the steam lap and angular advance 74 

Oiven the orank angle at out oft, the 
lead and the maiimnm opening for 
•team ; find the eooentrio radius, the 
steam lap, and the augolar advance 
76, 77, 134 

To draw a displaoement oorve through 
one given point 73 

To draw a displacement curve thnmgh 
two given points 70 



Puritan, S.B. 184 



Qoadrant and reversing lever 208 

Radial acceleration 386 

Of links in a Joy gear 393 
Badial valve gears 
Brown 248 
Direct oonneotion of gear to oonnecting 

rod impracticable 348 
Hsckworth 343 
Joj 360 

Two geometrical conditions which must 
be satisfied b; 347 
Bectangular valve diagram 66 
Belease 17 
Belief &ame for triple ported slide valve 

26 
Basolntbn of valve displacement curve into 

two oomponenta 331 
Beversing 

By hand 183 

By link motions, see under L 

By means of one fixed ecoentric sheave 

334 
Bj means of one loose eooentrio sheave 

184 
By means of two fixed eooentrio sheaves 

136 
By radial gears, see under Badial gears 
Beversing gear. Definition of 133 
Beversing lever, reversing wheel, see Con- 
trolling gears 
Beuleaai valve diagram 67, 101 

Modifioation of to include second har- 
monic 349 
Beynolds, Prof. Osborne 63 
Richardson stripe 32 
Rider separate out off valve 108 
Booking lever 

And angnlar advanoe 81, 147 
Trigonometrical ezpresaioD tot valve 

displaoement curve 84G 
Used to correct ineqaalities of distri* 
bntion 78, 946 
Rocking valve 8, 33 

Separate oat ofl valve 
Corliss design 04, 106 
Qozenbaoh design 83 
Marshall and Sons, Qainsborough 104 
Ueyer 93 

Uejer gear with divided main valve 100 
Paiman design 89 
Rider 108 
Snlzer 10, 13, 110 
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3ettiDg an ecoentric ahenve, Appeadix page 

854 
Sbup, Mr Archibalil 257 
Sheave, Betting an eoMOtric, Appendix psge 

S51 
Simple Mceutrio valve gear 44 
Deaigu at 70 
E«o«ntricit7, or ecoeatrio rodiDB, of 

eooeatrio sheave 4fi 
Bocentrio sheave 44 
Eooentrio strap 44 
EipressioDS tot valve displacement 47, 

48 
Inside steam admiaaiou 47 
Outside eteam admission 46 
Scales Tor valve diagram 52 
Travel of valve 45 
Talve diagram 51, 67 
Valve displaoement oarve in oombiaa- 
n with piston displaoement curve 
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s 331 
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Laoeaabire and Yorkshire Bailna; 24 
Northern Railway of France 2S 

Critiaal positions of 17 

Double ported 31 

Friction of 24 

General desoription of 14 

Inertia of 86 

Lap of, steam and exbanst 16, 17 

Lap, QDequal 77 

Matthev Hnmj'a 7 

Murdooh's long "D" 19 

Piston, see Piston valves 

Port opening for steam and ezhaast 16, 
17 

Belief frame for triple ported 26 

Triok 30 

Triple ported 32 

Yelooitj of, sea under V 



Wear of 31 

Slip 31S 

Smith, Prof. B. H. 
Spindle, Volvs 14 
S.3. Puritan 134 
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n'Starting arank angles 



Starting gear, compound locomotive 376 
Statical and dynamical problems 279 
Steun reversing meohanismB (see Oontrol- 

ting gears) 211, 216, 317 
Steam steering gear 268 
Steering gear 26S 



Stephenson Link Motion 

Adjustable apparatus for drawing valve 

displacement oorves 169 
Approximate valve displaoement ouitm 

170 
Central Railroad of New Jersey 141 
Common axis of displacement ourves 166 
Crossed rods, inside admission 166 

Outside admission 167 
Deftttition of "a" 146 
Design of 183 

Distribntion of steam effected b; 146 
Drawing valve displacement carves 169 
Equivalent eccentric 174, 181, 183 
Great Eastern Railway 189 
Link point paths 167 
Maotarlane Grey's oonstmotion 170 
Marine engine, for 143 
Open rods, outside admission 149 
Percentage and port opening diagram 

166 
Position of weigh-bar shaft 

Link supported at centra 186 

Link supported at one end 187 
Positions of eccentric sheaves in varions 

eases 117 
SUp 166 

Theoi7 o( (see under T) 173, 176 
Trigonometrical series representing valve 



Seven terms 844 
Two terms. Eq. (4) 178 
Valve setting 156 
Stephenson Reversing Gear 137 
Straight link reverung motion, see onder 

A, Allan link motion 
Stress, Inertia 

Connecting rod, Joy gear 316 

Eccentric rod 830 

Eooentric rod, ooopling rod, or conneot- 

ing rod, mora exact theory S33 
Link of a link motion 819 
Stroke, Definition of 1 
Snlzer 7 

Dashpot and spring 11 
Double beat valve 10 
Fonr sealed valve 11 
Valve gear 11, 110 
Summary of the characteristics of the 
Stephenson lint motion 
With dosed rods 157 
With open rods 153 
Sappression of the links of a mechanism 
when setting out the point paths 
Examples 41, 165, 33S, 369 
General theory 364 
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Sweet, ProteEwr SI 

Table 1. Identifioation o( e given 

oritical vdve duplaeement with the 

oorrespondiDg event of the e;cle 119 
Tkble 3. SimnltuieoQa valnee of the 

valve displaoement and the onnk 

angle 130 
Table 3. Details of the oalcolation of 

pietOD poaitione bom given onnk 

anglee 13B 
Table i. Details of the oaloolation ol 

or&nk anglee from given piston poei- 

tioDB 138 
Table 6. Hejer ge»T. I«pa required 

for epeoified eat ofla 139 
Table 6. Heyei gear. Velocities of 

ODt off 181 
Table 7. Diatribntion of steam. Ste- 
phenson link motion lEl 
Table 8. Link motion. Qnadrant in 

which the eeoentrio sheave, ooapled 

to the top of the link, liee in variooa 

oaasi 179 
Table 9. Walsohaert gear. Comparinon 

of oalonlated and measured valve 

displaoements. Mid-gear 238 
Table 10. Ditto. Tolve displaoements, 

for values of "u" + 144 mm. and 

- 114 mm. 239 
Table 11. Radial aooeleration of links 

of a I07 gear 393 
Table 13. Dynamioal data for Joy gear. 

Lanoaahire and Yorkahire Bailwa; 

803 
Table IB. Inertia loading of the con- 

neoting rod of a Jo; gear 813 
Table 14. Coeffloients in three trigono- 

metrioal series representing the fall 

tdrvard displacement oarve. Allan 

straight link motion 347 
Tangential aooeleration 3B6 

Of links of a 3oj gear 396, SOS 
TompUte, use of to suppress links 41, 16G, 

383, 3M, 369 
Thames steamers 135 
Theory of the Allan straight link motion 

1«8, 303 
Assumptions made 303 
Equivalent eeoentrio 308 
Theory of the Ooooh link motion 189 
Assomptions made 169 
Equivijent eeoentrio 190 
Theory of the Haokworth gear 344 
Theory of the Joy gear 36B 



Theory of Stephenson link motion 176 
Astamptbns made 177 
Dengn from the eqaivalsnt eeoentrio 183 
Examples 180, 184 
Form of link 17<S 

Qeneral displaoement equation (4) 178 
Qeometrical interpretation of resolta 
leading to the proof of Haotarlane 
Qrey's oonstmotion 181 
Positive valne of ^ nnreatrioted 179 
Resulting generality 179 
Tbeoiy of the Wabehaert gear 383 
Thompson, Prof. Bilvanas P. 840, 843 
Travel of valve 4S 

Heasnrement of 53 
Trigonometrical eipreseion 
For motion of piston 338 
For a onrve passing thtongh one given 

point 338 
For a oorve passing throngh two given 

points 331 
For a curve passing throogh n given 
points 331 
Trigonometrioal series 

Caloolation of ooeffieiants in a sine 
1 

s 385 

In a Fonrier aerle» 338 
In a sine series of n terms 333 
Coeffieients in a Fonrier series found for 
Allan link motion 844, 346 
Simple ecoentrie gear with rooking 

shaft 346 
Stephenson link motion 844 
Coeffisients in a Fourier series found 
graphically 340 
Fonnd approiimately from a seleoted 

number of points 340, 343 
Famd meohauioally 840 
Cosine seriee 330 
FoDTJer's series 387 
Sine series 333 
Triple ported valve 32 

"u," Definition of 14B 

Talve bneUe 14 
Talve diagrams 

Allan straight link motion 197 
Bilgtam. Simple eeoentrio gear 68 
Etleot of introdnoing a roeidug lever 83 
Harrison's modifloation of the Beuleanx 
diagram to inolnde the second har- 
monic of the valve gear and the 
eouneoting rod 347 
Joy gear 36S 
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Talve diagrams {cont.) 

Uejer gear. Cat off tkIts 9fl 

Main TftlTB and Mpante ant oB 
valve 94 
Oral. Simple eoeentric gear 68 
BsotangnUr. Simple eooentrio gear, 

fil, 67 
Beoleauz. Simple eooentria gear 67 
StephansoD link motion 

GomporiBoti ot ootnal with approxi- 
mate diBplaoement curves ITI 

Ccoflsed rodi. Iiuid« admiaiioo 161 
Outside admissioD 169 

Open rods. Outdde admiuiou 149 
WalBotuart gear 2S1 
Zenner. Simple eooentrio gear 64 
Valve diBplsoement. Sipressioas foe, Bee 

under E 
Valve gear, Definition at 1 
Valve gears 

Allan link motion, see nnder A, 191 
Brown's gear, see nnder B, 346 
CorliBB, see under 
For working separate CQt off valves, see 

under S 
Oooch link motion, see ander O, 189 
Haokworth gear, mo nnder H, 249 
Interchange of steam and eihaast pipes 

267 
Joy gear, see nnder J, 2G0 
Hardball gear, see nnder M, 246 
Bider, see nnder B 
Sinplo eooentria gear, see under S 
Stephenson link motion, see nnder 8, 138 
Snlzer, see nndei S 
WalBchaert gear, see nnder W, 224 

Colmann 13 
Corliss 38 
Doable ported 21 

Hotnblower doable beatoreqnilibrinm 9 
Inertia of 86 

Looomotive, Lancashire and Yorkshire 
Bailway 24 

Northern Bailwa; of France 2S 
Mitre valve S 
Mnrdoch's long D slide IB 
Piston 27, 28 
Booking 8, S3 

Separate ant off, see nnder S 
Slide 1, 14 
Smith's segmental 80 
Bnlcer doable beat 10 

Fonr seated eqnUlbrinm 11 



Valves (cont.) 

Triok 30 

Triple ported 32 

Tanulain 39 
Valve utting 86, 166 
Valve spindle 14 

Variation of the elements of a gear 61 
Tanolain piston valve 39 
Velodty 

Of out off. Ueyer gear 181 

Of steam through porta 34 

Of valve foaud from displaoement ourva 
69 
Calcniatad 121 
Link motions 306, S46 
Velocity diagram 

For a orank and oonneoting rod 38fi 

For a foor-bai ohain 368 

For a Joy gear 390 

For a link motion 316 

Walsohnert valve gear 

Adjnstment of Eq. (14) page 236, to 
give the displacement from a oommon 
axis 286 
Approximate Theory 

1st approiimation. Eq. (7) 236 

Sod approximation. Bq. (14) 236 

Belfast and Northern Counties Railway 

339 
Comparative tables of ookulaled and 

observed displaoement 299 
Design of the eooentria sheave 339 

Of the gear from given data 341 
Drawing the valve displacement curves 

332 
Example 3S7 
General description 234 
Mechanical details 240 
Northern Boiliray of Franoe 236, 338 
Setting the eooentria sheave 287, 343 
Valve diagram 280 
Wear of slide valves 31 
Webb, Mr F. W. 36, 136, 250 
Wogh-bar shaft 136, 183, 185, 198, 

106 
Wheel, Beverslng 309 
Work done during a cyole 4 
Worked examples. Bee under B 
Worsdell and von Borries 276 

Yarrow, Mr A. F. 29 

Zeoner valve diagram 64 
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